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KEWANEE 


Steel Boilers 





No one expects a small 
“fliver’ to carry the same 
sized load as a GMC Big 
Brute Truck. Yet some 
building owners seem to 
think that a great big build- 
ing can be heated with a 
“skimpy, undersized boiler. 


Kewanee Boilers are purposely made 
oversize. There is more steel, more 
steam space, more. heat absorbing area 
in them. That’s why the owner gets 
more work from them. 


Remind your customers of this when 
they insist on an undersized boiler. 


KEWANEE BOILER COMPANY KEWANEE, ILLINOIS 


Atlanta, Ga Cincinnati, Ohio BRANCHES New Orleans, La San Francisco, Calif. 
Birmingham, Ala Cleveland, Ohio Philadelphia, Pa. Seattle, Wash. 
Boston, Mass Dall T El Paso, Texas Angeles, Calif Pittsburgh, P: k Wash 
Charlotte, N. C Denver , Colo G 1 Repids, Mich. Memphis, Tenn. Le Toledo, Ohi 
Chattanooga, Tenn Des Moines, Iowa Ind polis, Ind Milwaukee, Wis. Salt Lake City, Utah Toronto, Ont., Can. 
Chicago, Ill Detroit , Mich Kansas City, Mo. Minneapo lis, Minn. San Antonio, Texas New York City, N. Y 


STEEL HEATING BOILERS, RADIATORS, WATER HEATERS, TANKS AND WATER HEATING GARBAGE BURNERS 
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“TheWise Judge. 

Chief Justice John Jay presided over 

the first session of the United States 


Supreme Court in 1789 in the state of 


New York. 


Since that time many great judicial 
men have filled this highest of court 
posts, and have well served the citizenry 
of the U.S. 


Today the plumber handling the VQGEL 
line shows he is a wise judge and is 
serving well his public. 

In addition to his V@GEL profits, he 
creates satisfied customers who keep him 
in mind when they or their friends are 
in need of plumbing material. 

There are VQGEL profits a plenty to 


be had—what is your decision? 
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Jos. A. Vogel Co. 


Wilmington, Del. 
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Wolverine Back Water Valves 


ONSIDER the Back Water Valve — its combination features of Rubber Ball Float and 
relation to personal and communal health Cast Brass Closable Strainer or I\mergency 
and welfare. ‘The filthy residue deposited in Shut-off. 

basements, garages, etc., from flooded sewers and 
prolonged rains are a menace absolutely prevent- 
ed by WOLVERINE BACK WATER VALVES. 
Made in three styles:— All inside parts made of cast brass, easily taken 
: aDé ) i | ws 1 y S0dy 2aAVIL j p< ined iron. 

For Soil Pipe or Tile with Rubber Ball Float. nas. HOE meRy pe 


Combination Pattern for Soil Pipe or Tile with 


Special Pattern for Soil Pipe only with self-closing 
Copper Ball. 


Prevention is Better than Cure. 
We sell the Retail Plumbing Trade Exclusively 


WOLVERINE BRASS WORKS 


Jiamwurfectunrer 


GRAND RAPIDS , MICHIGAN 
4) 












ORY | VALVE 
BASEMENT AUTOMATICALLY CLOSED 
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Get this! 


--quality begins 
with the metal 


Zurn products are all made from 
virgin metal only. That’s why they 
are lighter, handier and will stand 
more abuse. No scrap metals are 
used in casting Zurn ‘‘Virgin Metal’ 
Specialties. These high grade prod- 
ucts will uphold your engineering 
reputation. 





We manufacture a complete line of 
Cast Iron and Brass Plumbing Spe- 
cialties, including such widely used 
articles as: 


TRAP SCREW FERRULES 
C. I. CLOSET BENDS 
C. I. DRUM TRAPS 


TRIPOD BOILER STANDS 
Steel and Iron) 


C. I. CESSPOOLS 
BACK WATER TRAPS 
C. I. SINK TRAPS 
CELLAR DRAINERS 
DRAINAGE FITTINGS 


J. A. ZURN MANUFACTURING COMPANY 


Erie, Penna. 


Chicago Warehouse—14th Place and Clinton St. 


Branch Offices—New York, Pittsburgh, Los 
Angeles, Seattle, Portland, Atlanta. 


ZURN fe 
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Here’s a Repair Item that 
Saves Time and Money! Rites 


~ 


“U.S.” Hard Rubber Bushing for 
Flush Valve Overflow Tubes 


How many times has your journeyman gone to the job 
with a 1l-inch tube and found the inlet in the valve tapped 
and threaded for 11{-inch? Back to the shop he comes for 
a larger tube. The result is a one-half hour loss of time 
and a cost of 60 cents to you. 


‘U.S."" Bushing 
Three Sizes 


Save yourself and your man this loss of time! Buy ‘‘U.S.’’ 
Tube Bushing for valve overflow tubes as illustrated in the 


drawing at the right. It will save you money and time. | —— & 
Screw this bushing into the inlet of the valve and the tap a Y 


opening is reduced to 1-inch. ~ 
‘nae 





a 





“*U/.8."’ Gasket 


“U.S.”’ Hard Rubber Overflow Tube is made 
of the same durable material as ‘‘U.S.”’ “U.S.” Hard Rubber 
Rubber Bushing. They are both as durable as Overflow Tube 


bronze and non-corroding. The bushing This tube is distinctly 
a quality product. 


comes in three sizes. When properly _in- 
stalled it will last in- 


The “‘U.S.’’ Maroon Line of Plumbers’ Rubber definitely. It will not 
rust, corrode or deteriorate in water, acids or alkaline 





Specialties is complete. It is the perfected iia “ Sed Wikies otk wah teak: co 
result of long years of scientific study and absorb moisture. 

practical knowledge of the functioning of Ai Siasibii 34 Aastha: lbinadianatiey andl 1/<Anale: totes 
rubber products in plumbing work. Each ness). Sizes of outside diameters: 1-inch, 1! ¢-inch, 
; ; 1¥ 

item is made from the highest grade rubber, +74. 

compounded and cured to be particularly “US” Marcon Planking Supplies std only to Licensed. Maste: 
adapted to the service for which it is intended. Plumbers and Steamfilters and are Manufactured 


: d Marketed Exclusicely b 
Unusual care-—-repeated inspections—skilled s,s 


workmanship insures exactness in every de- 


tail of the “U.S.”” Maroon Line. United States(' Rubber Company 





There is a branch store of the United States 
Rubber Company near you. Write today for 


TRADE MARK 


Executive Offices 


the ‘U.S.’ Maroon Plumbers’ Specialties 1790 Broadway, New York City 
catalog. These branch stores are Headquarters for the “U.S."’ Maroon Line 
280 Summer Street 61 Hudson Street 
Boston, Mass. New York City 
440 West Washington Street 300 Second Street 
Chicago, Illinois San Francisco, Calif 





—“U,S"MAROON LINE 


of Plumber's Rubber Specialties 
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Do You Take 


Underground 
Conduit Contracts? 


ITH Ric-wiL you can land more of them and 
make them more profitable. Ask any contractor 
who specializes on Ric-wiL Conduit. 





For Ric-wiL is installed quickly and economically. 
There are no delays —- it reaches the job complete; it 
requires no field construction; it fits together part by 
part with surprising speed, with low labor, trenching 
and extra material costs. 


We have spent more than 15 years designing it to 
do this. Hundreds of contractors who are installing it 
regularly know these economies by experience. They 
figure on them in bidding. They land more jobs. They 
make better profits. 


Allow us to show you how. Write for our new cata- 
log; and on your next prospective job, let us give you 
a Ric-wiL quotation with an estimate of your cost of 
installing it, an estimate based on the experience of 
thousands of installations totaling hundreds of miles 
of conduit. 


Write for the Catalog Now! 


THE RIC-WIL COMPANY 
CLEVELAND - OHIO 


The Loc-liP Side Joint is a re 
cent Ric-wiL improvement. Sup 
pose you have just applied insula 
tion to pipes and a rain storm is 
coming Set the top conduit 
halves in place to protect the cov 
ering——and cement the joints when 
the storm’s over or the next day 
No need to lift off the lid tiles 
The Loc-liP Joint is outside. And 
it locks the conduit halves to 
gether and seals the joint perma 
nently against water Your cus 
tomer gets an everiastingly dry 
efficient conduit. 
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SURGING 


WALTER H. WILD 


\ Distributor 


















1212 LAND TITLE BUILDING 















PHILADELPHIA, PENNA 





—when the water won’t stay in the boiler, due to foaming 
and priming. 


Every particle of BOILER-KLEEN absorbs several times 
its own weight in impurities. After it has absorbed these 
impurities it settles to the bottom of the boiler and is 
drained out through the draw-o‘f valve. 


Purchase price refunded if BOILER-KLEEN doesn’t come 
up to standard. 


Sold in five-pound containers. Ask your jobber. 


JOBBERS: Write today for our proposition. 
It will interest you. 


WALTER H. WILD, Distributor 


1212 Land Title Bidg., PHILADELPHIA, PA. 
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PLUMBERS and STEAMFITTERS! 


Save yourselves a lot of time and detail work with a 
Price Guide. It gives you an accurate record of costs 
and proper reselling prices, worked out on nearly every 
size and kind of material. 


The information is up-to-the-minute, correct and easy 
to find. Price changes are furnished at a nominal cost 
by our Revision Department. 


Master Plumbers and Steamfitters can’t afford to be 
without this invaluable Price Guide. It builds the 
foundation of success by the saving of thousands of 
dollars a year. 


BAREHAM & SAUNDERS 


Publishers of the 
PLUMBERS’ AND STEAMFITTERS’ PRICE GUIDE 


Published and used by Plumbers and Steamfitters 
since 1912 


366 East Main Street $3 ROCHESTER, N. Y. 


Mail this Coupon TODAY! 


BAREHAM & SAUNDERS, 
366 East Main Street, Rochester, N. Y. 


Please send me full information regarding your Price Guide. 
Name 
Street 


City 














Why Did You Lose The Job? 


Every job lost is not only a profit lost, but the time you spend in 
figuring the job and talking to your prospect, is valuable. Are you 
figuring jobs and then losing them right in your own community? 


Hundreds of dealers are losing jobs because they are trying to sell 
many of their prospects a more expensive hot water supply system than 
he or she can afford to buy. And the result is that the home-owner 
purchases a less expensive system —one that is within his means. 


You can sell your customers and prospects a hot water supply 
system that they can afford, and it will supply them with hot water 
and plenty of it, day and night, the year around —on less than a bucket 
of coal a day. And your profits will be greater than if you had sold 
them a more expensive system. Tell your prospects about 
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The Novelty is equipped with a combustion ring, or brick-lining 
in the firepot, which enables the user to carry a fire from 12 to 15 hours 
without attention. 


And you will be interested to know that this heater is guaranteed 
to 125 pound working pressure, which makes it seldom necessary to 
install a relief valve or pressure reducing valve on the job. 


There is a size in the Novelty line to meet every need —and it is 
easy to sell because anyone can afford the price of the Novelty. It 
operates for one-fourth the cost of a gas water heater. (This statement 
is unprejudiced. We make and sell both kinds.) 


To help you sell them, we will furnish you with booklets and 
blotters imprinted with your name, address, and phone number, free of 
charge, to distribute to your prospects. Also, we will send you news- 
paper cuts, and motion picture slides, if you desire them. If you wish 
to run advertisements in your local papers, we will be glad to write them 
for you. All of these items are proven result-getters. Put them to 
work for yourself. Then, clinch the order with the low price the Novelty 
allows you to offer. 


Prices, quantity discounts, and complete information are yours for 
the asking. Address Department D-4 at the nearest office, or send the 
coupon today. 


1347 ABRAM COX COMPANY 1926 


Formerly Abram Cox Stove Company 


PHILADELPHIA NEW YORK 
American & Dauphin Sts. 51 E. 42nd St. 
Cor. Vanderbiit Ave. 
For 79 years makers of Novelty Hot-Water, Steam and Vapor Boilers, 
Coal Tank Heaters, Warm Air Pipe and Pipeless Furnaces, Coal and 
Combination Ranges and Fortune Gas Ranges and Gas Water Heaters. 


CHICAGO 
736 W. Monroe St. 





No. 10A 


TANK HEATER 
$12.50 


PLAIN WATER SECTION 


$14.50 


NON- RUST WATER SECTION 


To the Trade 


40 gallons capacity. Only a bucket 
of coal a day. Brick-lined fire-pot 
prevents heat loss and holds a fire 
from 12 to 15 hours. 


Can be bought from the nearest 
office or your jobber. There is a 
proper size Novelty for every need. 


Abram Cox Company, 
DEPT. D4 
Phila., New YorR 
and Chicago 
(nearest office) 
Gentlemen: 

Please 


discounts, and full details about your 


send me prices, quantity 


dealer-helps to help me sell Novelty 
Hevy-Dutee Coal Tank Heaters. 


Name 


Street 


City 


State 














Continental 


BOILERS & RADIATORS 





Brantley Apartments, Goldsboro, N.C 
Equipped with a Continental 
Low Water Line Boiler 
Installed by 
W.O. Mitcham, Goldsboro, N.C 
Noland Co., Distributors 
Raleigh and Winston-Salem, N.C 
Newport News —Roanoke, Va. 
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Better Heating in Goldsboro, N C. with 


Coniinenial Low Water Line Boilers 


PARTMENT-heating is an 
exacting business; exacting 
tenants make it so. The Brant- 
ley Apartments at Goldsboro 
is one of the many installations 
in the South equipped with 
Continental Low Water Line 
Boilers. Here are some of the 
reasons why Continental 
Boilers and Radiators are built 
for better heating: 


1 With low 43 and 47 inch Water 
Lines they are easily installed in 
shallow basements. 





hhh hh 
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2 Low Water Line design eliminates 
refuse-gathering pits. 

3 Grate bars running the short way 
df the boiler make them easy to fire. 

4 They are quick steamers. 

5 They use any kind of fuel, and are 
well adapted to oil-burning. 


Continental Boilers and Radia- 
tors are built for better heating. 
You'll enjoy doing business 
with Continental. 


(ntinental Heater (@rporation 


Home Office and Factory 


Dunkirk, N. Y, U.S.A. 
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THe Nem, TOOL, WMAGHINE WORKS) 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 





4120-30 FULLERTON AVENUE 


CHICAGO, ILh.., 


April 24, 1926. 


To the Plumbers and Steamfitters 
Of the U. S. A. 





HARRY G. NYE 


Fellow Citizens: 


During the next few weeks millions of people in America are going 
to be driven from their happy homes and their houses devastated. 
Millions of men and little children will be forced to live on 
crusts and leftovers, and to wander helplessly about in search of 
some familiar habitation. The curtains will be torn from the 
windows, the very carpets from the floors, for the women of America 
are about to start their spring house cleaning. 


If you have any fishing tackle, brother, bury it in the back yard. 
If you have an old hat that fits, put it in safety deposit. For 
the hour of destruction is at hand. 


Leave no money in your old clothes, for, verily, your garments shall 
soon adorn some hobo who toils not neither does he spin, yet Solomon 
in all his glory, was never arrayed like one of these. 


Yes, some stranger shall soon be garbed in that old suit of yours that 
has begun to look bad, while you go about in one that looks worse. 
Your house shall become a pillar of dust by day, and a pillar of stone 
by night. You shall have no place to lay you down, and no reason to 
get you up. But, if you are a plumber, be of good cheer. BE OF THREE 
GOOD CHEERS AND A TIGER. For, poking around under the laundry tubs, 
the lady shall discover, or cause, a leak. And rubbing the enamel off 
the bath-tub shall make her see the need of a new one. 


One good house-cleaning can do enough damage to keep the plumbers and 
steamfitters of the U. S. in business for many months. 


So let us go after the business. While the lady is thinking about the 
house let us get her to thinking of her plumbing. Let us do a little 
advising and-advertising. . 


Let us have peace if we can, house-cleaning if we must, but business 
under any circumstances; and Oh yes,--I almost forgot, - a few Nye 
dies, and thin-blade cutter wheels will help a lot. 
Yours for cleaning up some spring business, 

4 Viy€. 


HGN 


This letter copyrighted 1926, 
by Harry G. Nye 





The tools you swear BY and never AT. 








SMOKELESS BOILERS 


TEMPERATURE—MIXTURE—TIME! Two 
combustion chambers in which the gases are 
raised to a high temperature, mixed with air 
in the proper proportion, and held until they 
are consumed, prevent these smoky gases 
from going up the chimney, and help develop 
every possible pound of steam from every 
pound of coal. 

That’s why it is smokeless—and one reason 
why it is “Economy.” 

Among the 20 additional features of the 
International Economy Smokeless Boiler are 
these: 


No header required—yet it gives dry 
steam, 
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Accurate air control—saving fuel, 
Sufficient coal capacity—to develop full 


capacity for long periods and allow for 


rekindling, 

No soot pockets—flues easily cleaned 

from front, 

Very conservatively rated, 

Backed by 85 years of heater experience. 
Dealers and heating engineers are invited 
to send for catalog 1751-D which gives 
detailed specifications) on International 

Economy Smokeless]Boilers. 


INTERNATIONAL HEATER CO. 
Cleveland Utica, N. Y. Chicago 
Detroit New York City Nashua, N. H. 
Makers of Boilers and Warm Air Furnaces 


Church of the Covenant, Cleveland. Heated by 
two 120-47 Economy Smokeless Boilers. Roemer 
Heating Co., Heating Contractors; R. » we 
Hamilton, Architect; Ernest Szckeley, Consulting 
Engineer. 
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Selieen Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 





es 


THERE IS THE MAN WHO DOKSN'I 

have problems to meet in his daily work \nd 
where is the man who has at his command in 

stantly all the knowledge necessary to meet his problems 
You know, they say that the educated man is the man 
who knows where to find what he wants to know. [ach 
day brings new problems, of a technical nature and of a 
business nature. It is the duty and the privilege of a 
paper like “Domestic Engineering” to present a balanced 
program of articles to keep you posted on everything that 


is being done. 


T Hie GOOD WHICH YOU DRAW FROM ITS 

columns may not come in the form of sudden 
spurts of information. That isn’t the way the industry 
grows. You can probably name a dozen products that 
evolved—that grew in answer to a need. They weren't 
manufactured all of a sudden. First one company and 
then another made improvements. And it was the man 
who was in touch with each improvement, with each ad 
vance made, who was always in position to meet unex 
pected demands on his technical skill and knowledge. The 
same is true of the business-building policies which are 
developing day by day. No one suddenly discovers a 
new way to sell more plumbing and heating goods or 
service. The sum total of our knowledge of selling and 
merchandising is made up of contributions by individuals 
who have worked out one idea and another at various 
times. Again it is the man who is a steady reader of his 


business paper who is one jump ahead of competition 


~~ THE DISCUSSIONS AT THE AN 
4 nual meetings of the Michigan Association of 
Plumbing and Heating Dealers and the Alabama Master 
Plumbers’ Association, All of it taken up with the prob- 
lems of building bigger and sounder business. The man 
who is following convention reports is learning, week 
hy week, the advances made in various parts of the 
country, and is ready to apply what he learns to further- 


ing his own business interests. 


\ LSO ON THE BUSINESS-BUILDING SIDE 
is the Dolan & Olson story this week which will 


vive you some idea of what the Boy Scouts are doing 


about matters of sanitation. We are casting around for 


leans to educate the public to an appreciation of the 


ice Of the plumber. And here is an organization 


which is doing that for us by teaching boys some of the 


entials of plumbing in protecting the health of the 


tion, Jerry suggests possible co-operation, 


O', 


the Round lable to try their ingenuity o1 


lone 
alo S 


~ 


membership of the Class is interesting A ners 


that it is divided as follows: OL per cent mastet 


© per ce 


men ane 


PHE TECHNICAL SIDI 
re | rob'er 


rH 
| 1 fora 


Is a new eating Prob'en 


ession of The Schoolmaster and Hi 


] 


] 


nt plumbing inspectors and 3 per ce 


1 apprentices. We quote these figut 


vou that the problems which the Schoolmaster propos 


are prac 


who are 


tical enough to draw the attention 


making the history of the industry 


interesting fact develops from time to. tim 


ceive let 


following The Class ever since it) was. ot 


ters trom men who tell us that. the 


finally, by study of the problems presented 


that thev are ready to try their hand at solving 


lems wh 


bership 


is the title of the article which contan 


ich the Schoolmastet place s betore 


“Plumbing Problems Met \With | 


and criticism of many drawings submitted 


E IS A: STATEMENT, MADI 


H" 
author of the article m this issue titled 


of Ventilation on Stored Fruits”: “It 1s possible, 


mechanical appliances now in common use mn 


BY 


Phil 


The Icffect 


the 


and ventilating industry, to control automatically 


ery narrow limits, the temperature and motstit 


tent of any compartment or Ob anys tream ol 


broade 1 


the service which the members of th 


offer, the more ageyressively it goes out atter 


Ness as 


remuner 


mind 


kK" 
you 


indicated in this article, the greater 


ation and the stronger its position 


ALL. THESE REASONS I HOPI 


have borne in mind my advice some 
\ 


to give fifteen minutes a day to Your \Weekl 


h 


using 


eating 


within 


of us wastes that much every day dawdling betweer 


In the ¢ 


time cac 
state ot 
busy” te 


Weekly. 


We do not tell “what the well-dressed man will 


spring” 


well-posted man will be discussing in the 


Hews. 


ourse of a year the conservat 
h working day would do a lot to el 
mind which makes a man teel that 
» read (ave fitteen minutes a da 


Phere will be dividends well wortl 


but you will find in our columns the 
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BIG BUILDING SERIES No. (87 


YOU CAN BE SURE “TOLEDOS” 
WILL DO THE JOB EFFICIENTLY 


Contractors know when they start a job with ‘‘TOLEDO”’ 
equipment there will be the greatest efficiency. For years 
on nearly all jobs wherever time and labor saving counted, 
‘“‘TOLEDO”’ tools, operated by the ‘‘TOLEDO”’ Power Drive, 
have been used to cut and thread the pipe, and this job 
was no exception. 





The new Fourth Atlantic National Bank, Boston, under 
construction, where ‘‘TOLEDO”’ tools prevailed. The heating 
was done by Merrill Co.—-plumbing by Pierce & Cox—and 
electrical work by Lord Electric Co., all of Boston, and all 
enthusiastic ‘*‘ TOLEDO” owners. 


This is the new 
‘“‘TOLEDO” No. 5 
Work Bench 
strong beyond all 
possible needs 
and so rigid it needs 
no bolting to the 
floor — portable 
and compact and 
quickly disassembled, or set up 
for use. ; 





A postcard brings you our 
complete catalog. 


Buy by Comparison and You'll Buya 


“TOLEDS’ 





THE TOLEDO PIPE 


THREADING MACHINE CO. 
TOLEDO, OHIO 
NEW YORK OFFICE, 72 LAFAYETTE STREET 


Mention Domestic ENGINEERING when writing advertisers. 
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Many business reports would indicate that 
the ratio of plumbing and heating sales to 


Buying 
Habits 


maintained. 


building contracts awarded is not being 
Total construction contracts awarded dur- 
ing the first quarter of the year were 30 per cent in ex- 
cess of those of the first quarter of last year, while 
reports in the plumbing and heating industry do not show 
yet that such a volume of known building needs has been 
paralleled in the buying of plumbing and heating ma- 
If this be so, it might indicate that hand-to-mouth 
buying, which has become such a feature of business, is 
being over-stressed. If it is, it will not create a desirable 
Economically sound as hand-to-mouth buying 
has been proved by many students of business, there is 


terial. 


condition, 


no doubt that just as it is possible to upset a stable mar- 
ket by over-speculation, so is it possible to upset a stable 
market by over-caution in making commitments. Each, 
as a rule, is based on artificial rather than natural ten- 
And the net result of either is generally a 
market disturbance, which reacts, in the end, to the disad- 
vantage of all. 

It is not our province to advise buyers to buy or not 
to buy. But it seems to be a safe principle that buying 
for known needs gives buyer and seller the greatest pos- 
And a stable market 
is what is desired by every branch of the industry. 


At the —_—— 
‘ ing service come over the telephone. 
Telephone And the girl or man at the telephone 
tu receive those calls holds down a mighty important job. 
In the first place, he must know how to handle people 
diplomatically. As a rule, the calls are urgent and the 
public does not realize that the plumber does not have 
bench full of journeymen ready to send right out. 
|herefore, the man at the telephone has to satisfy the 
impatient customer and, at the same time, get all pos- 
ble information about the trouble. He must know 
enough about the business to judge from the customer’s 
complaint just what is wrong. Then, he must know 
nough about his own stock of parts to be able to supply 
e first available journeyman with the proper tools and 
iaterial, as well as the information about what to ex- 
If that material is not in stock, he must 


dencies. 


sible chance for a stable market. 


A big majority of the calls for plumb- 


ect on the job. 
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order it. His duties are many. The manner in which 


he performs them is very important. 

In short, the position of handling telephone calls in 
a plumbing store requires a great deal more than the 
average ability. A good man at the telephone 1s a 
money saver and a money maker for the master plumber. 
He should be chosen with care and, if an experienced 
in intelligent man should be care- 


the 


man is not available, < 
fully trained. The time 
train such a man is well spent 


master plumber spends to 
It will pay dividends 


later. 


Many master plumbers are unable to 


Route make repair work a profit ib le part of 


Your Men their business. 


necessary evil in many cases——a 
rendered good customers, but a losing proposition all in 
all. unless carefully and 
intelligently handled, eats up profits in a hurry. And 
many repair jobs are mainly labor, hardly worth to the 


They consider it a 


service which must be 


There is no doubt that labor, 


customer what they cost the master plumber. 


it must be conserved. One 


As long as time is money, 
way of beating the excessive cost of labor going to and 
from jobs is to route a man to several jobs when he leaves 
the store. When a call comes section of 
the city, try to hold it until another job or two come up in 
the s 
sible, journeyman can 


handle these two or three jobs all on the one trip. In this 
More work can 


in froma certain 


This might not always be 


pos- 


ame neighborhood. 
but in many cases it is. Then, a 
way, a great deal of time can be saved. 
be done and more money earned. 

Repair business is profitable 
rightly. There are little tricks to it which, if mastered, 
mean the difference between profit and loss. In addition, 
repair work is a good foundation on which to build sales 


business if managed 


It opens the house of the prospect to the plumber, gives 
him a chance to learn what that prospect needs. 
Many plumbers specialize on this kind of work. ‘This 
idea of routing journeymen to several jobs at once is 
one scheme of making it pay. Just as in everything else, 
system and organization are fundamental requisites. A 
little study and planning will show how to establish an 
organization which, by its efficiency, will cut the corners 


which should be cut. 





Bronx Leader To Head New York State Association 























Stephen H.Welch 


NEW YORK CITY 


President, Wew York State 
| Association of cCMaster Plumbers 
1926-27 
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The Effect of Ventilation o7 


Stored 


Kruits 


By SAMUEL R. LEWIS 


HE IMPORTANCE of air conditioning in its relation 


to fruits is rapidly becoming more appreciated 

Unless the air in contact with the fruit is renewed 
frequently, and unless it is surrounded by the most favor 
able temperature and moisture conditions, there will be 
rapid deterioration, 

The air condition around stored fruit may become in 
compatible with good preserving qualities by becoming too 
moist, too dry, too warm or too cold It may carry spores 
causing ro., and may become impregnated with gases 
particularly CO® given off by the fruit 

It has been proved that for apples and cranberries, two 
common fruits often stored for considerable periods, copi 
ous ventilation and carefully checked air temperature and 
moisture are necessary. The same conditions, as far as 
can be learned, are desirable for potatoes and = similar 
tubers. 

Temperature. The most serious danger and most rapid 
cause of breaking down is for the product to be warmed 
too quickly after having been cool 

Ordinary outside air at 70 deg. F. has an average rela 
tive humidity of around 50 per cent This means that 
the air is carrying suspended in the form of more or less 
invisible vapor 50 per cent of the moisture it can carry 
If the moisture content should be increased until the ait 
could carry no more moisture, as we see it on a foggy day, 
the relative humidity would be 100° per cent If air is 
cooled, the air contracts in volume, and its ability to 
carry moisture is reduced correspondingly When any air 
is cooled enough to reach a point where its volume be 
comes too small to carry the moisture any longer (the 


volume of which in the form of vapor does not contract 


TO EACH 


WOOD STRIP NA/L£EO 


nearly as rapidly) LOO) per cent relative humidity i 
reached, and dew is laid down by the air on every cool 


surface 


When cold truit) is much 


placed moa room Which l 
warmer than the fruit there will be a tendeney for the 


airy which touches the fruit to cool below its dew point and 


to deposit its moisture on cool surface 

Uniess enough air movement is provided at the time of 
every serious temperature change, so that this chilled 
iir is pushed away, and untle fresher, drver, warmer ail 
is constantly replacing it, capable of pieking up and carry 
ing away this moisture, the surface of the fruit, being 
wet, will give way and will permit entry of agencies which 


ecuse rapid deterioration 

Preservation of fresh fruit) depends upon preservation 
of the protective skin in an unbroken condition 

It is of the utmost importance, for this reason, that 
the crates or container hall have maximum possible 
openings for air circulation through the = fruit ind that 
containers, when placed in warehouses or packed in cat 
shall have free air circulation between package 
leading co-operative fruit 


For instance one of the 


exchanges furnishes to its member printed instruction 
showing in great detail how the crates must be piled in 
the car so that a free air space several inches wide is left 
around the outsides, with at least an inch of free parce 


between each laver of crates and the next one, the whole 


skeleton structure insured as to maintenance of its inte 
rity by wood. strip nailed to the crates and butting 
agains the sides of the ear The considerable cost of thi 


stripping has been found to have been justified man) 


times ove (See Fig 1.) 


TIER OF BOXES 


AIR. SPACE 





Fig. 1 
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No such danger from getting wet attends rapid cooling 
of fruit as attends rapid warming, but there is a loss due 
to unfavorable air conditioning. To cool fruit we have to 
cool the air which surrounds the fruit. If we have 
done this properly, the air which touches the fruit has 
had a chance to lay its moisture down 
outside—or, rather, I should say, we 


April 24, 1526 


should be kept at least two feet, possibly more, from the 
outside walls, giving a peripheral air passage and {li- 
tating against freezing. It is desirable that the crates 
shall be kept well above the floor, permitting free air 
circulation under them. 

Several large fruit houses are equipped 
with emergency fans for delivering air 





have not been able to cool the fruit 
room without having the air give up 
its surplus moisture. 

Introducing the warmer fruit to a 
cool room, we must warm the room and 
the air in the room to some extent, ex- 
panding the air, thus increasing its 
capacity to carry moisture. The air will 
inevitably pick up this moisture from 
the surface of the fruit. The skin of 


The storage of large quantities of 
fruit and vegetables has brought 
out problems that were not thought 
of a few years ago. These prob- 
lems are being presented to the 
heating and ventilating engineer— 
and in this article some valuable 
information is given on this subject 


into this peripheral space, and are oper- 
ated when too little difference to cause 
air movement exists between the tem- 
perature inside and that outside. The 
fruit may be surrounded with damp, 
sticky, warmish air and the fans will 
replace it with cooler, dryer air, much 
to the benefit of fruit preservation. 

In one large food drying insta!la- 
tion there are distributing ducts both 





the fruit, admirably adapted as it is to 
protect the pulp, does nevertheless have some permeability 
to moisture, 

This accounts for a large part of the ever-present shrink- 
age of fruit in storage. It is possible, with apples sub- 
jected to contact with excessively dry air, in a startlingly 
short time to evaporate so much of the moisture out of 
the pulp as to cause shriveling of the skin. This shrinkage 
by evaporation in cold storage reaches to appallingly high 
percentages, despite all precautions. 


AIR CONDITIONING FOR FUR STORAGE 


HE AMOUNT of moisture extracted from air when 
a. air is chilled is well illustrated in fur storage 
vaults. These rooms never get warm. The garments are 
about as dry as anything can be when placed in storage. 
The doors for entry to the vault are small, vestibuled, 
and are opened very infrequently for rapid passage of 
the custodian. The walls of these vaults are as nearly 
air-tight as can be devised, yet so much moisture collects 
on the cold refrigerating coils as to form ice inches thick 
in a few days, necessitating frequent ice removal to pre- 
vent its insulating off the refrigerating effect. 

We hear in winter of muddy roads “freezing dry.’’ The 
chilly nights cause the air to lay its moisture down. It 
goes first to the ice, the coolest thing. When the sun 
of the next day warms things up, the air picks up the 
moisture more readily from the muddy earth than from 
the ice, 

The most desirable arrangement for a fruit storage 
house is based on the foregoing reasons, and as developed 
by many years of experimenting, something like this: 

The walls and roof are heavy and are well insulated, 
first to keep the heat out, second to prevent freezing in 
severely cold weather. They have preferably many ad- 
justable windows and 
doors, or other air in- 


above and below the racks on which 
the food is placed, and the mechanically operated air 
currents are forced from one to the other of the two duct 
systems, the currents being reversed frequently so as to 
insure uniform contact of the air with the product. In 
this plant, the air is chilled and dried by passing through 
an artificial rain of ice cold water, which chills it below 
the dew point and dries the air by extracting its dew, 
which goes to increase the quantity of the rain water. 


ADMIT OUTSIDE AIR WHEN DRYER THAN 
AIR INSIDE 

ERY great improvement in keeping quantities of 
© ones fruit under normal conditions comes from 
airing out when it is cooler and dryer outside than it is 
inside, as at night; closing up the warehouse when it 
is warmer outside than it is inside, as during the heat 
of noonday. This is, of course, only a general rule. The 
temperature and humidity should be watched carefully 
and should be tested frequently. 

Humidity is easily measured by using a sling psy- 
chrometer, obtainable from any good instrument maker. 
This instrument consists of two thermometers, one having 
its bulb encased in a gauze envelope. You wet the gauze 
with distilled water and swing the pair gently -in the 
air to be tested. The wet bulb will be cooled more than 
the dry bulb, the difference being governed by the rate 
of evaporation of the water in the gauze, and this being 
proportional to the amount of moisture in the air. The 


greater the difference in temperature between wet and . 


dry bulbs, the dryer is the air. Tables are furnished 

with the instrument giving at sight the relative humidity 
for any given indication. 

Under some conditions, artificial moisture should be 

supplied to the air to prevent too rapid evaporation of 

the fruit. This is not 

the easiest thing in the 





lets, distributed elab- 





orately, so that there 
are no corners or pock- 
ets where air will be 
likely to be stagnant. 





VENTILATOR 4 
ee oO 


world to accomplish. 
The most _ effective 
method is by warming 
a constantly flowing 
supply of fresh air until 

















ventilators or  chim- 


They will have large | 
neys or exhaust fans 


it has expanded enough 
| to pick up the moist- 
ure, warming the water 








near the centers of 
each compartment, so 
that the air shall when 
desired, positively be 
moved in the quantity 
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until it is nearly ready 
to evaporate, and then 
by spraying this moist 
\ ure into the air stream 
Some benefit accrues 
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through the fruit. 


from sprinkling occa 
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The crates of fruit Fig. 2 


walls carefully. 











Michigan Endorses Permanent Office 


Approval given to proposed state code and to zoning plan 
F. H. Dains is new president 


ICHIGAN master plumbers in convention at Kala- 
M mazoo, April 13 and 14, voted endorse the 
permanent office plan for the National Associa- 
to divide the state into eight zones as a means of 
ngthening the association and to support a state 
plumbing code. The meeting was the thirty-fourth annual 
convention of the Michigan State Association of Plumbing 
and Heating Dealers. 

\ great deal of interest was shown in the question of a 
permanent office, a large delegation from Illinois and In- 
di the only other states approving the plan so far, 
visiting the Michigan convention. This delegation 
headed by William J. Lang, a national director, Joseph 
W. Cannon, William F. Hildeman, C. D. Harris, Charles 
Dreier, Seward Best, all of Illinois, and Charles Maloney of 
Ind. William J. Woolley, of Chicago, also visited 

convention. 

Krank H. Dains, of Lansing, who had been vice-presi 
dent during the past year, was unanimously selected as 
president of the Michigan Association. Retiring President 
John E. Green, of Detroit, was given a rising of 
thanks for his efficient work. William J. Hughes, of Bay 
City, was chosen as vice-president, while W. A. Johnson, 
secretary of the Kalamazoo association, was elected as 
secretary and treasurer. W. A. Decker, of Grand Rapids, 
has been secretary of the Michigan for 22 
years, but voluntarily retired. -His long term of service 
to Michigan and enthu- 


to 


tir 


stre 


na, 
was 


Gary, 
the 


vote 


association 


the association was generously 





Committees selected to assist the officers in directing 
convention activities were as follows Resolutions, Wil 
liam J. Hughes, of Bay City; William Haken, of Pontiac, 
and Andrew Muir, of Grand Rapids; auditing, William 
G. Miller, of Detroit; George Remer, of Lansing, and W 
M. Ames, of Flint; credentials, W. A. Johnson, of Kala 
mazoo; L. D. Holser, of Pontiac, and E. Rooney, of 
Kalamazoo. 

The report of Secretary Decker showed the present 
membership of the association is 379 During the year 


103 new members were secured, while 122 were dropped 


In his annual report, President Green told of his efforts 


to study association problems and needs He had found 
throughout the country a tendency to believe conditions 
were worse in an individual’s own locality than in other 
cities. He found that plumbers felt their business post 


tion was worse than the public believed, so the plumbers 


should attempt to make it as good as generally believed 


He told of new locals formed, including the Oakland 
county association, a merger of associations around De 
troit. The state association is strong and prosperous. Its 
officers, he felt, should be called upon oftener to visit the 
locals. 

He felt the proposed state code was of real importance, 
representing a turning point in the progress of the busi 


ness in the state, The great growth in suburban districts 


made such a code inevitable, as conditions could not con- 


tinue as now by which a plumber in Detroit must obtain 


First half of the official photograph of delegates and guests attending the annual convention of the Michigan Association of 
Plumbing and Heating Dealers, held at Kalamazoo 


siastically recognized by the delegates who unanimously 
thanked him for his years of service and approved the 
presentation to Mr. Decker of remembrance for his 
work for the Michigan organization. 
In electing the board of. directors, W. A. Decker, of 
(rand Rapids, Gainey Shaw, of Flint, William G. Miller, 
Detroit, and J. H. Claypool, of Battle Creek, were 
sen, President Dains and Secretary Johnson are the 
legates selected to attend the national convention at 
Louisville, with Past President Green as alternate. Flint 
‘as selected as the place for holding the 1927 convention. 


a 


21 


12 licenses to work in a 12-mile radius of downtown 
Detroit. 
Andrew Muir made a report as delegate to the last 


at Portland, thoroughly covering the 
many activities of that 


O. A. Montgomery, of the new Michigan Credit 


national convention 
important meeting 


Bureau 


of Detroit, told of the work of that organization in en- 
deavoring to improve credit conditions in Detroit. He 
also read a communication from W. E. McCollum, secre- 


Association, on credits. These 


by William G. Bergner, 


tary of the Central Supply 
addresses as well as remarks made 
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! I Prade Extension Burea William 
GB f le f N Association of Plumb 
feat ilesine n F. Hildeman, presi 
le f tt line Master Plumbers’ Association, and L 
I ‘ ifumphre ( Will be abstracted in next 
er 
DIRECTOR LANG ON PERMANENT OFFICER 
PHAWeE n for the Nationa Association of Ma 
| ter | eT ! Michigan meeting was National 
lirect iu J ange i Chicag He said that he 
I I | in the National Asso 
n t i ! disturb him % definition 
r prog Hle | 1 been successful 
! ! Vhich gave him confidence in the 
nane I ld it he had known Wil 
m A ) I ! Michi n association, for 
eal nad it Mr. Decker at one time had also been 
i ed radis (Charlie Maloney of Gary Ind who 
“ t tis Vil oined with Mr. Lang and Mr 
Decker a ormer the radical trio of the National Asso 
clatiolr (jar \ nusual in the thoroughness and 
ett 1 Vi \ ! it Chation tunetioned 
Mr. i ed attention to the plendid work of the 
pprentice mittee ¢ the National Association 
under e chai imship of John A. Quinn, of Philadelphia 
Mr, Quini ! ind time had resulted the establish 
men | | rship n plumb it the Carnegie 
Ir fPechnolos Pittsburgh In Mr Lang’ 
pinior was high! regrettable that these scholarships 
ha ! r two years without any students ap 
pearir to take them up He urged the Michigan masters 
t dy t cholarship opportunities that are now offered 
nd se } thei ol take advantage of these educa 
tional privilege 
He tid hat ! National A ociation had worked suc 
fully to obtain the proper and permanent marking of 
cond gra pottery rhe iestion of a national code 
f ethic ha been betore the National Association for 
veral year \ it stands now, the board of directors has 
approved code provided a competent attorney pronounces 
correct 
Mr. Lang directed attention to the resolution to ‘‘“Make 
Wholesaler a Wholesaler adopted at the National con 
vention last June, which he regards as one of the most 
important actions of the National Association recently. 
According to Past National President Vogelpohl, Mr 
Lang said. many less mechanics are now available, vet today 
five times as many bathtubs are manufactured as were 
made five vears ago Ile asked who were installing this 
great additional volume of material 
He felt conditions would be even worse if the plan ot 
standardization as developed in the past few years by the 
National Association's committee were approved as this 


goes too far in standardizing roughing in measurements 
This committee, Mr. Lange said, was formed to work out a 
code of ethics When it got to work, and a few manu 
facturers were added to its membership, these manufac 
turers thought it would be a good plan to set a standard 
roughing in measurement for bowls of 12 inches, and 
similar standard measurements for other fixtures This 
had become the direction followed by the committee in its 
recent activitic At the last meeting of the board of 
directors, Mr. Lang had not favored the appropriation of 
any more money for this committee’s work 

He felt that the master plumbers were menaced by the 
same conditions which had forced the electricians to take 
care only of labor although in former years they had 
sold electric fixtures as well as installed them The 


plumbers 


were faced with conditions which he thought 
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would bring them to a position of merely installing 
ing and heating equipment instead of handling t} 

He told of his action in joining his local ass tior 
the first day he began business as a master plumb “ 
vears later he was secretary He has served the ¢ Le 
association as secretary, for two years as preside ind 
for many vears now as chairman of its arbitratio: ym 
Inittee He had served two years as Illinois state pre ent 
ind is now serving as a national director He fi hat 
all he has made of his business is due to the educ: nal 
influence of his work for local, state and national a ia 
tions For that reason, he had been hurt to find tl in 
one had misinterpreted his remarks at the Indian 
convention He repeated the Indiana statement th nine 
past national presidents are either out of the bu 
are bankrupt or are working for some one else He felt 
that it is to the discredit of the members of the N nal 
Association that these men did not receive enou; for 
their work as head of the National Association to permit 
them to maintain their successful business enterprises 

President Longley is financially able to carry the bur 
den of the national presidency, Mr. Lang said He quoted 


Mr. Longley as saying he is giving 90 per cent of his tin 


to national affairs, one month spending only two hours in 


his own office How many men could afford this sacrifice 
was the question asked by Mr. Lang 

This proposition of having a permanent office for the 
National Association is nothing new, in the opinion of 
Mr. Lang It is purely a business proposal. The record 
of states which have voted against the adoption of the 


plan means nothing as the national board of directors 


has approved the proposition, ‘provided it could be fi 
nanced by the members of the National Association 

Mr. Lang said his judgment is that state and local 
associations can be held together only by contact with 


the national officers and an official bulletin, distributed 
each month and published by the National Association 
would provide the means for such contact If the money 
to carry on such a bulletin could be obtained without 


favor publishing the 
The 


want to 


relying upon advertising, he would 
members 
take 


re had 


advertising. 
did 
a bulletin even though 


bulletin without carrying any 


of the national board of directors not 


the risk of publishing such 


pointed out the possibility of making a profit of $40,000 


and had offered $10,000 for the privilege of publishing 
the paper for one year. 

If the members of the National Association do not want 
a permanent office, it was of course all right that they 
should disapprove the plan But Mr. Lang felt the mem 


bers would come to see the advisability of the plan in the 


had taken the Chicago associa 


same way that he does. It 
tion 40 yvears to learn the wisdom of paying its president 
and this has been done only during the past three vear: 
Chicago now spends more in organization work than the 
National Association It is a mistake, he felt, to ask a 
and with the aid of one secretary 


11,000 


man to give up his time 
the 


affairs of members of the 


the 


to direct efficiently 


National Association. Thus question, according to 


Mr. Lang. is purely a matter of good business The me! 
bers of the National Association need their organization 
If the national convention at Louisville should decide 


against the permangpnt office plan, Mr. Lang said he would 


offer to raise $20,000 among master plumbers. He said 
he was willing to guarantee that he could secure this sum 
His plan would be to enlist the services of Past President 


E. D. Hornbrook, paying him $15,000 for a year’s service 


and giving him $5,000 for expenses, as he felt th if 
Mr. Hornbrook could be persuaded to give his whole time 
to the National Association, the members would find thi 


vear’s services worth $120,000. 
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Mr. Lang again showed that he felt hurt by accusations 
it he is belittling the men who had given their time to 
tional Association affairs in past years, He said that 
friends know that he is not an ingrate and would not 
little his associates. As far as Mr. Hornbrook personally 
concerned, Mr, Lang said that in his opinion Mr. Horn 
ok was the best president the National Association had 
er had. 
The contest on the permanent office has been centered 
n Chicago and Illinois. He pointed out that the associa 
n would ask no favors from any companies which would 
dvertise in its proposed bulletin. The contest has become 
factional fight, with the opponents saying that Chicago 
as been slated for the headquarters, with Joseph W 
Cannon, past president, as the man already picked for 
executive secretary Mr. Lang said that Chicago needed 
Mr. Cannon and will not give him up 
Mr. Lang offered to give $200 or up to $500 himself 
to hire Mr. Hornbrook to assist the new president, with 
Vir, Hornbrook giving his full time to the resolution on 
Make a Wholesaler a Wholesaler.” 


ENGINEERIN 


The motion in favor of putting Michigan in | rt of 
the permanent office plan was made by Bruce W 
Detroit President John Kk. Green took the floor peak 
in favor of the plan He recalled that at tl Portland 
national convention last June, he had talked in favor of 
the plan He thought that fogeyism”’ must be taken 
away from the business By th phrase he n nt, he 
said, that the establishment of a permanent off will 
not take away any eloryv from the older 1 \ ive 
built up the National Association They should redi 
for their work, but when thing develop and | heir 
value, they should be made permanent 

At the time the National Association w real 
plumbing industry was smaller and the pl I 
the office each vear from city to citv wa Il righ the 
business was comparativel iniple Toda | ! 
highly commercial and labor not ch ter 
national office, as at present conducted, Mr. Gi 
till in the cla made nece ry | ld cond n 

He asked how any busine could be { run 
by changing each yvear from one city to anothe ind p 








Second half of the official photograph of delegates and guests 


attending the annual convention of the Michigan A 


Plumbing and Heating Dealers, held at Kalamazoo 


If the Michigan contractors do not fayor the central 
office plan, Mr. Lang said they should vote against it, but 
he thought that when they saw conditions as he did, and 
observed the success which would come to an interstate 
association, opposing members would change their minds. 

Twelve vears ago, Mr. Lang said, there had been an 
interstate association, with Mr. Decker, Mr. Maloney and 
Mr. Lang active in its affairs. This group may have been 
radical at that time but it obtained results. 

As a member of the Chicago local, Mr. Lang said that 
he was in Kalamazoo attending the Michigan convention 
to sell the National Association and to win support for a 
policy which would benefit and strengthen that organiza- 
tion He felt that it was in no sense to the discredit of 
the National Association to have strong local and state 
eroups, as these unite to make a stronger nation-wide 
rganization. 

Mr. Lang concluded his remarks with the statement 
that if the Michigan contractors could see conditions as 
he does, they would each gladly give $500 to the National 
Association to make it a real organization 

Secretary Decker supported Mr, Lang's comment on 
the advantage of putting more money into association 
work, as Mr. Decker felt that the more money put in, the 
more opportunity for getting something out of the asso- 
ciation. Organizations like the national and state associa- 
tions need capital to operate on to produce results 





ssociation of 


ting a new man in charee If the new president is com 
petent, his work gets started in about six month ifter 
he has had time to learn what the responsibilities are, and 
by the time he has initiated some polici he is out of 
office and the same process starts all over Without a 
permanent office, Mr. Green felt that the p nbir bu 


ness is slipping backward He felt that the 
should not ask money for their own work and 


their national officers to serve only for hone 


quested the Michigan association to go‘on rec 
of a permanent national office Thi hould be 
a central city, near other large locals, and she 
real secretary in charge Some of the loca 


supporting high priced secretarie and he thought t 


National Association should do the same He 


members to plan now to attend the Louisvill 


Michigan should have at least 50 representatis 


convention 
The proposal was unanimously favored by th 
association. 


After the vote of approval, Mr. Lang told th 


that he regarded the vote as a personal favor 


that he had taken an active part in arrangi 
national convention at Louisville, owing to 
Longley being forced to be aways o much of 
The plan laid out for the exhibits calls for a 


(Continued on Page 43) 
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—HEATING PROBLEM— 


Study this problem, copy the layout on the following page and then draw in the pipe 
Send your solution to “Domestic Engineering” and it will be analyzed by the 
Round Table Chairman and discussed by him in a Round Table article a few weeks later 











N this Round Table heating problem, we will lay out 
| a hot water heating plant with radiators on two floors. 
The Round Table members draw in all the 
piping in a neat manner. We have very good draftsmen 
in our Round Table but many of us need brushing up a 


should 


little on drawing, and here is a splendid chance, for those 
this kind 
pencils and dig in. 

Your chai 
tor No. 1 


nections 


who need of training Let us all sharpen our 
drawn in the connections to radia- 
how the Round Table how the con- 
all the radiators. To make 
the work of the Round Table easier, we have laid out some 
of the pipe lines Members should these. 

The boiler has two supply connections. The 
13 to line No. 
4 to supply connection No. 13. 
12 is to be connected to 
and 7. This will give 
circuits, one on the right and 
one on the left side. The return from radiators 1, 2, 3 and 
4 is to be connected to return marked 14 on boiler, using 
return line No. 11. On both the Round 
Table members should draw in all the specialties required 


rman ha 
in order to 
hould be drawn on 
extend 
members 
are to connect supply No 
a * 
The other supply connection No 


radiators Nos 3 and 


line No. 17 and to radiators 5, 6 


us two independent side 


supply lines, 


to make the job complete. Draw also the rest of the miss- 
ing joist on both floors. 

The 
nected 


and-7 are to be 
down to boiler con- 
connection No. 15. Where the 
of the boiler 


returns from radiators 5, 6 con- 


to return No. 9 and brought 


necting same into return 
figure 18 
the gauge column and the gauge. 

The 
be proportioned to the radiators 
larger than the supply. There 
left side to draw in the elbow on the supply line but this 


The pipes, however, should be extended 


appears on the left side draw in 
supply as well as of the return, should 
Do not make the return 


on the 


pipes of the 


will be no room 


is not necessary 
to the left as far as possible. 

tadiators shown are of the hot water type. The radia- 
tor valves may be located on either side of the radiators, 
the think Please bear in 
mind to make the connections as short as possible. Avoid 
all long branches and show where the air valve should be 
located, keeping in mind that this is a hot water system. 

Any member who desires to draw in a damper regula- 
After all the pipes are drawn in, check 
over carefully and have made mistakes. 
Draw the pipe lines on the layout on the opposite page, 
then trace it or copy it and send in to “Domestic Engi 
neering.” If you desire an extra page to replace the one 
in the paper, please advise ‘‘Domestic Engineering” and 
one will be mailed to you. 

We look forward to receiving a drawing from 
member of the Round Table, and request that every mem- 
ber be prompt in mailing in his completed drawings. All 
drawings received checked, criticized and com- 
mented upon by your chairman as soon as all class mem- 
bers have returned their completed drawings. The 
drawings, comments and criticisms will then be published 
in a regular Round Table article. Watch for it. 


wherever members advisable 


tor may do so 


see if you any 


every 


will be 


10, also connect 


uh 


' 


| 


~ me 





s 











E. C. Bailey, physicist of the division of mechanical appliances, 

U. &. Bureau of Standards, reading one of the many ther- 

mometers piercing various sections of the radiator on which 
the tests are being conducted 


This is the first of a series of problems planned by your 
chairman and embodying all the principles of heating and 
various troubles encountered in the heating business 
These problems are the result of nearly seven months of 
work with the object of formulating a consistent plan of 
instruction, one that will touch every phase of heating 
We believe this will be worth thousands of dollars to ever) 
member of the Round Table, and we urge every reader t 
avail himself of this opportunity. Do not miss even 
single problem or Round Table article. 

This is going to be a wonderful lesson for many of us 
and no doubt we all will enjoy it. Should any addition 
information be required, do not hesitate to advise 
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MERIT BADGE SERIES be 
to 
BOY SCOUTS °0f AMERICA | on 
200 FIFTH AVE. ; ae 
T “The boys had studied the ‘A 
NEW YORK CITY plumbing manual” | . 
| ‘9 
| 
j | bu 
incident — 
e ° / 
On the job with : 
/ bi 
- 
to 
Wi 
/ Sa 
if 
sh 
S USUAL I had just made out a bunch of charges Then he gave me another one: th 
tor ervices of one sort and another and had In account with Fritz Carlson, hi 
passed them over to Hank for his final check and Address 2157 River Road West th 
O.K I was gassing with one of the ambassadors of Date March 9, 1926. in 
. : Orde N ber ik 4133 
commerce when Hank butted in with a “Just look thi intima cs eX 
< For services rendered; replacing old hot water tank 
over, Jerry, and see if you see what I see And he nia: Debit ake Ri vaniaed ian hot wsier tank : M 
handed me a combination cost and charge ticket which Sell Cost Bi 
read this way Charge 1 XH range tank . 2.15.00 10,00 
10 water pipe fittings... 2.00 1.00 aT 
In account with John William Esq 2 ft ,-in. pipe eet 45 2 ; 
Address 1932 Elliot Avenue 4 Hours Frank 7.20 4.50 al 
Date March 9, 1926 shee hi 
Order Number K 4130 And finally this one: 24.65 15.75 In 
For service rendered; repacking two sink faucet $2.06 In account with Henry O’Brien, sh 
Sell Cost Address 1739 Nokomis Heights M 
Charg: ® Fuller Balls 10 05 Date March 9, 1926 
Carfar -1¢ 16 Order Number K 4132 
1 Hour Harry 1.86 1.13 For services rendered; replacing old hot water tanh 


— vas Water heater with a combination insulated tank 


2.06 1.34 heater, thermostatically controlled $89 
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Sell Cost 
rges—-1l Heater 72.00 16.67 
10 fittings 2 00 1.00 
Vent pipe 1.00 0 
8 Hours Mik: 14.40 9.00 
89.40 57.17 
On a serateh pad, he had made the following notes: 
$1.34 $24.65 $15.75 $89.40 $57.67 
S XS x2 x2 x x0 
18 10.72 49.30 $1.50 89.40 67.17 
1! of which means,’ says Hank, “that if Harry had 


been repairing faucets or cleaning out sink waste pipes all 
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ourselves in a little circle in the private estimating root 
and began to talk Plumbing 

Say, those boys had been on the job They knew the 
Plumbing Manual from cover to cover and they began 
asking questions For a while it looked as if they were 
putting me on the grill to tind out how little 1 knew about 


plumbing, and after answering their volley of questions, 1 


came right back at them and I’m here to tell the world 
that those chaps were good Down at the City Hall, it i 
not unusual to have some aspiring plumber say that we 
instal certain vent lines because the ordinance require 


but these chaps had never gotten hold of an ordinance and 


so they couldn't use that excuse 














day long, using very little material, he would have cost us It developed that these boys had studied the plumbin 
$10.72, plus the handling of the calls, in their own homes and they wanted to 
the making of the charges, the book 1 know why the Manual showed a house 
entries, the risks that he would take trap with a fresh air inlet while there 
and for which we would be responsible, Me and Hank meet some “ none at all in their own home 
and for this we would get $16.48. And Boy Scouts and learn They had studied the plumbing in their 
if Frank had installed two hot water what their organization chool, a brand new building, in fact 
tanks, one in the morning and one in is doing to further sani- they had watched it while it was under 
the afternoon, he would have cost fuses tation. Jerry has an idea construction vienel they had a pretty fair 
$31.50 and for this we would get $49.30. . aap idea of the pipe layout; they had talked 
Whereas Mike put in the whole day on that this training can be to plumbers working in the school and 
one job that cost us $57.17 but for turned to good account in other nearby dwellings and the 
which we will get $89.40. by master plumbers’ or- plumbers had given them the essential 
“Therefore, if it wasn't for the over- ganizations,—with a |- fats relating to venting and drainage 
head items, you and I would split $5.76 special slant on the 
on Harry’s day; $17.80 on Frank’s day way profit is earned in THE SCOUTS SEEK INFORMATION 
and $32.23 on Mike's day, all of which . NOR EXAMPLE, the Manual deals to 
a cana Nag Rc the average day’s work. | 
is proof to me that two things are true. a considerable extent with joint wip 
The first is that there is no money in ing and lead work and the boys had 
selling labor and Dolan and Olson would found that there is very little work 
be ahead of the game if people would bring in their faucets being installed in our city by plumbers, but they had 
to be repaired and their sink waste pipes to be cleaned talked to a telephone cable splicer and they knew how he 
out (as did happen with one of our customers a few months — prepared his joint and how he wiped it. Mark thought it 


and the second is that it is up to and me to 


‘Ask 'Em to Buy.’ 


9 
o 


azo}, you 
We want to split some more of those 
$ indications I'll soon be 


2.23 bills because from present 


buying two Kaster hats instead of one.” 


THE BOY SCOUT IDEA 
b'rrrrr went first 


A ND, the phone bell. Hank got it 
He was all pepped up to sell another insulated com- 


bination tank and heater and had a little trouble trying 


to get exactly what the person on the other end of the line 
the that he the buck by 
the line just a minute then tell 
with that he shoved the phone 


Was saving with result passed 
“Hold 


to my partner, 


saying, and 


your 


story and 


across the desk to me. 


To get right down to brass tacks, without making this 


short story into a “continued in our next,” the chap on 


the other end of the wire was a Boy Scout, speaking for 
himself three They 
their ears and their eyes gathering information on plumb- 
Hank 
the suggestion of Clint 


and other Scouts. had been using 


to give them an 
Chaffee, Scout 
secure a Merit 


ing and they wanted either Me or 
examination, all at 
that, if 
Plumbing. 


Master, so qualified, they could 
Badge in 
Course there was nothing to do but to tell ’em to come 
around and do their stuff, so we made a date for Saturday 
afternoon at 4 P. M., that 
hours and being agreeable to the boys, all of them being 
during the And at 4 P. M. they 
showed up, bright, clean, keen, intelligent looking chaps; 
Mark, John, Jack and Fred; all in the same class at high 
hool and all in the same troop. 
Hach Merit 
| after removing their overcoats and hats, we seated 


being after regular working 


in high school week. 


boy had his jadge Pamphlet on Plumbing 


would be a good way to burn a fellow’s hands but said that 


he would like to try it once anyhow 


Those boys knew the source of our city water supply 
they had been through the filtration plant; they had seen 
cast iron water mains laid in the street they had watched 
a crew making a tap to the main for a house connection 
they knew the locations of the water meters in their. own 
homes; and they knew that if pipe or a tank broke and 
was flooding the house that the first thing to do was to 
run down stairs and shut off the water at the meter 

They understood our sewage system; knew that ou 
sewer mains emptied into the Mississippi river; and that 
houses and other buildings were connected to the sewers 
in the streets with branch sewer connection usually 
made of tile pipe with cemented joints, in which case 
they filled with roots, and had to be replaced with cast 
iron pipe with lead and oakum caulked joint In the 
absence of sewer facilities, they knew that cesspools could 
be dug and used until such time as the sewer would be 
available. 

They knew that plumbers run soil stacks up through 
houses and out through roofs so as to ventilate the ces 
pool or sewer in the street and the sewer piping within 


the house; they knew that traps were installed to prevent 
the entrance of sewer gases into the room, but they did 
not have anv real information on why we install back 
vents. Therefore, it was necessary to sketch a few trap 
and explain by comparing fixture traps with syphons a 
used in their school laboratories just what was certain to 


happen when traps were installed without bac k vents 


In fact, Jack 
tnin summer resort where he had stopped with his 


remarked that he had observed in a cer 


family 


(Continued on Page 65) 








Alabama to Work for New Code 


W. T. Perry, Montgomery, re-elected president; National 
President Longley addresses meeting; Permanent 


office opposed 


12th and 
of Master 
Mongomery, 


13th, the 
Plumbers 
Ala. 
a suce every standpoint. Im- 
after the call by Ws ae 
Perry, of Montgomery, Ala., things began to happen, and 
no Plans were 


and Tuesday, April 


State Association 


N Monday 
C) Alabama 

held its 
The 


mediately 


annual convention at 


was ess from 


meeting 
to order President 
time was lost in getting down to business. 
made for increasing the membership of the State associa- 
tion 

The “Make 


was endorsed 


Wholesaler Wholesaler’ resolution 


The association went on record as oppos- 


a a 
ing the plan to establish a permanent national secretary 
the National Ag of Master Plumbers The 
need for a new State plumbing code was discussed and a 
the best way of 


for sociation 


committee was appointed to discover 


securing 
The 
from 


such a code. 
Hotel 
the 
unusually 


the headquarters. Aside 
Montgomery association had 
entertainment In 


Gay-Teague 
the 
provided 


was 
business end, 
some enjoyable 


fact the entire second day was devoted in this way. 





w. 


T. 
association; William Wilby of Selma; George H. Smart, pres- 
ident of the Montgomery local association; H. R. McDonald of 


Top row: Perry of Montgomery, president of the state 


Miss Ella Bedford of 
of the state 8. 
elected vice-president of 
of Montgomery, reelected 
L. Pope of Montgomery, 
newly appointed secretary 


Perry, 
association; 


Montgomery.—Bottom 
Montgomery, formerly 
E. Scholze of Birmingham, 
the state association; Chris Bailey 
treasurer of the state association; J. 


row: 
secretary 
newly 


Dr. H. V. Carson, of the Trinity Presbyterian church, 
Montgomery, pronounced the invocation, and the delegates 
and guests were welcomed to the city by George A. Smart, 
president of the Montgomery association. The minutes 
of last year’s convention, held at Birmingham, were read 
J. L. Pope, of Montgomery, in the place of Grady 
Smith, of Birmingham, secretary, who is now located in 
Florida. 


by 


2) 


: ELECTION OF OFFICERS 
*THE election of officers resulted as follows: W. T 
| Perry of Montgomery was re-elected president for 
the third successive year. S. E. Scholze of Birmingham, 
Ala., was elected vice-president to succeed L. J. Leahy of 
Mobile. Chris Bailey of Montgomery was re-elected treas- 
urer. J. L. Pope of Montgomery was appointed secretary 


by President Perry. The following were appointed dele- 
gates to the National Convention to be held at Louisville: 
L. J. Leahy of Mobile, W. T. Perry of Montgomery, J. P. 
Reynolds of Gadsden, and William Wilby of Selma. The 


following were chosen as alternates: J. L. Pope of Mont 
gomery, Gus Calvin of Birmingham, George Smart of 
Montgomery and C. M. Perry of Montgomery. 

President W. T. Perry appointed as members of the 
auditing committee: J. C. Williams of Montgomery, L. J 
Leahy of Mobile, and J. N. Reeves of Birmingham, who 
found the report of Treasurer Chris Bailey to be correct. 


L. J. Leahy of Mobile, George H. Smart of Montgomery, 
and C. M. Perry of Montgomery were appointed a commit 
tee by President Perry to discover the best method of 


securing a new State plumbing code. 


ESTABLISHMENT OF PERMANENT OFFICE OPPOSED 

ITH the remark that the establishment of a perma 
OY ven National secretary for the National Association 
would make the National president nothing more than 
a mere figurehead and stating that he was opposed to the 
President W. T. Perry asked the members for their 
opinions the question. CC. M. Perry of Montgomery 
was passed, that the Alabama State 
of Master Plumbers go on record as 
opposed to a permanent office and that the delegates to the 


idea, 
on 
made a motion that 
Association being 
National Convention be instructed to vote against it. 


DISCUSS NEW CODE 
“ ET THE State board of health interested and there 
J will be no trouble experienced in passing any sani 
tary laws,’’ said Ben F. Barbour of Birmingham, Ala. ‘‘It 
is the real estate men that cause all the trouble and hold 
up the sanitary laws.” 
ei 


lems,” 


state-wide plumbing code would solve your prob 
said Henry E. Longley, president of the National 
Association of Master Plumbers, who was present durin: 
“The State of Florida ha 
one of the best codes in the country. It took time and 
money for Florida to get the new code passed, but it wa 

worth it. The first thing the makers of the new code did 
was to sell the idea to every master plumber in the State 

Then they got the hotel owners interested in the prop: 

sition, and also every civic organization and big busine: 

house in the State. They sent out something like 55,000 
telegrams and pushed the thing so hard that there wa 
nothing for the Legislature to do but pass the bill. A 
committee cannot put this over by itself,’’ said Mr. Lons 

“Every plumber in the State must do his part. Don 

make the bill so as to put anyone out of business, bu 
make it so that it will elevate the plumbing business.” 


both days of the convention. 


ley. 
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ee. De ale Several views of the excellently 
equipped shop of the Inland 
Heating Company, Chicago, III 


SHOEMAKERS’ 
CHILDREN 


do not always go barefoot! 


ERE is a heating merchant who has 
made his own shop a model for his 
customers to follow. 


On every radiator in the building there 
is an Arco Packless Valve. 


It pays a dealer to display Arco Pack- 
less Valves in this way, because it is so 
easy to show a customer 
—how attractive they look on a radiator 
—how quickly and smoothly they open 


—that they save the trouble and expense 
of repacking 


—that they never leak 
—that they last as long as the radiator 


ARCO PACKLESS VALVES 


For stea > re 
eam, water and vapor Arco Packless Valves are manufactured by the 


large jobs orsmall. Made inangle, 
corner and globe patterns. Y our 
name on dial if desired. 


AMERICAN RADIATOR COMPANY 


816 So. Michigan Ave. Chicago, III. 


world’s largest makers of heating equipment. 
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"Stand ard 


VITREOUS CHINA 
LAVATORIES 


“For Fine Homes 


Money cannot buy a finer lavatory than 
the Penwood. It is suitable for the 
millionaire yet is within easy reach of 
your customers who want bathroom 


furnishings above the ordinary. 


The same beautiful “Standard” Vitreous 
China of the Penwood,is made in many 
other designs, all quickly available from 


your Jobber. 
Standard Saritary Hf. Co. 


PITTSBURGH 


ee 


Ae ee 


“Standard” Potteries produce more Vit- 
reous China Plumbing Fixtures than 
the Potteries of any other manufacturer. 


ENGINEERING 
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The Penwood 


April 24, 
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( M. Perry, of Montgomery, suggested that the associa 
tion send out cards and circulars to every business man 
and civie organization in the State asking them to back 
the proposition. 
ou will never put it over by correspondence alone,” 
sa Mr. Longley. The only way is to get out and call on 
every plumber. If the State board of health is a political 
bo it will play to the masses. A state-wide plumbing 
a would be a wonderful magnet for drawing people to 


Al. vbama 


E. Jones, of the National Trade Extension Bureau, 
pointed out that the plumbers would find opposition in 
th ir own ranks, between the association men and the 
non-association men. “If two men from each were picked 
for the committee and a chairman selected from either 

that opposition could be done away with,” he said 


NEED LADIES’ AUXILIARY 


»Y MARTIN, of H. P. Martin & Sons, Owensboro, Ky 
S urged the members to get their wives and daughters 
“Every convention I have 


the 


interested in their association. 


attended, where there is a ladies’ auxiliary, affair 


has been a big success, and much of the success was due to 


the part played by the ladies,” said Mr. Martin 
President W. T. Perry said that he believed the or 
ganization was seriously in need of an auxiliary and he 


hoped the members would take immediate steps to form 


one “You are missing a great thing in not having an 
uxiliary,”’ said President Henry FE. Longley “Get your 
vives together in a social way and you will find it a big 


help to you in your business By giving card parties and 


dances you will get to understand one another better.” 


HOWARD E, JONES ADDRESSES MERTING 

T MIGHT BE interesting to you to get the viewpoint 
| of a man outside of your business,’ said Howard EF 
Jones, of the National Trade Extension Bureau, in his 
talk to the convention. “There is one thing that im 
presses me and that is, you are driving for your own end 
all the time. It has this resul™—yvou get together and 
can't stick, as you are always looking out for yourself. 


You must be prepared to accept a reasonable compromise, 


if you want to make progress collectively in your or- 
ganization. The master plumber is powerful on the 
board of directors of the National Trade Extension Bu- 
reau. The wholesaler and manufacturer are not in con 
trol. In every branch of its work the Bureau desires to 
he helpful to the plumber as far as he will allow it. 
“You will never dispose of the man who is ignorant 
or unethical in his business, nor will you ever get rid of 


competition,’’ continued Mr. Jones. ‘“‘Do you know at the 
end of every job whether you have made or 
and why?” he asked his listeners. ‘“‘That is 
prime needs of your business. The Trade 
reau has worked accounting 
needs of every plumber. After becoming acquainted with 
the system, the man who operates a set of Trade Exten- 
Bureau books will find that it takes less time than 
other. The Bureau not the 
plumber. Everything that it been 
siven a thorough trial.’ 

“The master plumber has failed to see and realize the 


lost money, 
of the 
Bu- 


the 


one 
Extension 
out suit 


an system to 


sion 
with 
first 


iny does experiment 


advocates has 


elling side of his business,’’ Mr. Jones went on to say. 
The public expects to be sold, if it is to be separated from 
's money. You are making the problems you have been 
liscussing today 1,000 per cent harder to solve by neg- 
lecting the selling side of your business. There are houses 
heing erected in Montgomery today with only one bath- 
This is not right, and it is up to the plumber to 


better merchandiser and this evil. If 


oom, 


ecome a correct 
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the public is uneducated in regard to first and second 
rate goods it will save the difference in price, unless you 
show them the difference in material You have some 
thing to sell the general public omething that jt hasn't 
vot 
The manufacturing end of the plumbing and heating 
business is doing three times as much advertising as the 
retail end In every other line of business the ratio 
is two to one for the retailer The Trade Extension 
Bureau is in a position to help the plumber in any form 
of advertising that he might care to use Mr. Jone 
urged every master plumber to have a display room 
“MAKE A WHOLESALER A WHOLESALER" 
resolution to “Make a Wholesaler a Wholesaler 


PIN HE 
passed by 


the National convention at Portland wa 
endorsed by the Alabama Association 
The committee appointed to determine the method to 





Longley, president of the National Asso- 
Raliley of Mont- 
row: J. N. Perrys 
Williams 


Aln 


Top row: Henry E. 
ciation of Master Charles DD. 
gomery; P. B. Berry of Selma, Ala.—HBottom 
and H. R. MeDonald, both of Montgomery; Jesse M. 
and RR. J. Talladega, 


Plumbers; 


of Montgomery, Barry of 


de, 
such a code should be 


State plumbing reported 


be used in securing a new 


that any work done to obtain done 


by the legislative committee and the president or a 
special committee appointed by the president 

There was much discussion orf the need of increasing 
the membership of the State association It was the 
unanimous opinion of those present that this was one 
of the most vital problems confronting the association 
It was pointed out by the secretary that there had been 
a decided falling off in attendance during the past few 


It was suggested that a membership campaign be 
carried on through the but past 
proved that this is not the best method 
of Birmingham, suggested that a man be 
all his time to the work. In that way he could travel over 
the entire talk 
the matter of joining the 
new plumbing code. 


years. 


mail, experience has 


jen KF, Barbour 


employed to give 


state and with every master plumber on 


association and of securing a 


HENRY KF. LONGLEY ON NEED OF 


ORGANIZATION 


HAT you men in this country need more than any 
thing else is organization,’’ said National President 


PRESIDENT 


Henry E. Longley, in addressing the convention. “It takes 
organization to sell anything You need to sell the idea 
to the man not here today, and this will take money 
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‘“Merchandising as advocated by the National Trade Ex- 
tension Bureau is to install the articles that you sell, but 
there are lots of commodities that would give you large 
enough returns to pay your overhead, if you would carry 
them. Don’t merchandise fixtures to the detriment of 
the plumbing business That is, don’t sell things that 
you are not going to install,’’ he said. 

‘The big thing in an organization is the interchange of 
ideas that results If you will let the public know you 
are selling first class goods with a guarantee the man 
who is selling without a guarantee on his goods will be 
“Tf you 
had a 100 per cent local organization the man selling 


out of the competition,’’ Mr. Longley pointed out. 
second rate goods wouldn't have a chance. Your first 
thought and your first work must be in your local or- 
ganization President Perry cannot do the work alone. 
The asseciation needs money back of it and the united 
upport of every mem! ; 





Top picture: A. 8S. Johnson of the Birmingham branch of the 
Pittsburg Water Heater Co.; D. C. Nelson of the Birmingham 
branch of Crane Co.; EE, E. Williams of the Birmingham 
John M. O’Brien, of the 
Birmingham branch of the Standard Sanitary Mfg. Co.; M. E. 
Hollis, assistant branch manager of the Standard Sanitary 
Mfg. Co.; W. 8S. Webber, of the Birmingham branch of the 
Standard Sanitary Mfg. Co. 


branch of Crane Co.—Bottom picture: 


APPRENTICESHIP 

OWARD E. JONES, of the National Trade Extension 
H Bureau, explained the educational work being done 
by the Bureau. The home study course makes it possi- 
ble for any boy to learn the things he needs to know to 

become a skilled mechanic 
“The idea is not to make more apprentices, but instead 
to make better apprentices,”’ said President Longley in 
discussing the question. He told of the course given at 
Carnegie Tech in February, to show instructors of ap- 
He went 
on to point out the advantage in the Trade Extension 
Bureau course, as it enabled men to study and work at 
the same time. He told of the two scholarships being 
offered by the National Association on a competitive 
basis. Mr. Longley made it clear that the son of any 
master plumber was eligible to take the examinations, 
and that it was not necessary for him to go to Pitts- 
burgh to do so. The examination can be taken by mak- 
ing arrangements with your local superintendent of 
schools. He spoke of the wonderful spirit of the Na- 
tional Women’s Auxiliary in providing a scholarship fund 
so that young boys could learn the business in the right 


prenticeship classes how to teach their pupils. 
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way. The boy who graduates from this course at Pitt 
burgh, he said, will be on a par with the doctor or lawyer 
in his profession. There is no use, however, in sending 
a boy to the school unless he is set on making the plu 
ing business his life work. 


CONVENTION AT LOUISVILLE 
RESIDENT LONGLEY urged every member to « 
Pp to the National convention at Louisville in June. He 
outlined part of the program that has been prepared. ‘lie 
affair has been planned so as to be entertaining as wel 
as instructive. There will be a trip through the enamel 
ing plant of the Standard Sanitary Manufacturing Com- 
pany. “Great care has been taken,’’ said Mr. Longley, oO 
see that the ladies are kept just as busy as the men 
Card parties and side trips have been arranged for their 
special benefit.” A large number of Alabama plumbers 
signified their intention of attending the meeting. 
The invitation of L. J. Leahy, of Mobile, Ala., retiring 
vice-president, to hold the 1927 Alabama convention in 
Mobile was accepted by the membership. 


ENTERTAINMENT 

N TUESDAY. morning, the last day of the meeting 
QO: large caravan of autos formed in front of the 
Gay-Teague Hotel, and after loading with passengers 
wer’ ve its way to the plantation of W. S. Webber, about 
six miles from Montgomery, on the Narrow Lane road, 
where the Montgomery Association had prepared an elab 
orate barbecue. Barbecue lamb and pork were furnished 
in great quantities, along with all the trimmings. The 
entire day was spent at the plantation, and business was 
forgotten for the time. Much interest was shown by the 
guests in the large collection of curios that Mr. Webber 
had on display in his home. The greater part of the day 
was spent in card playing, swapping stories and various 
other forms of amusement. 


ATTENDANCE 

MONG those present at the meeting were: Henry 
A E. Longley, Wilmington, N. C.; J. H. Hamill, 
sirmingham; Paul B. Berry, T. G. Davies and Wm. Wilby, 
of Selma; H. R. McDonald and W. T. Perry, of Mont 
gomery; E. E. Williams, Birmingham; A. C. Richardson, 
Prattville; D. C. Nelson, Birmingham; H. E. Jones, Evans 
ville, Ind.; M. W. Marcrum, J. N. Reeves and E. M. Per- 
kinson, of Birmingham; R. J. Berry, Talladega; J. L. 
Pope, C. M. Berry, J. S. Chalin and George H. Smart, 
of Montgomery; J. P. Reynolds, Gadsden; W. J. Minter 
and L. J. Leahy, of Mobile; Chris Bailey, Montgomery; 
B. T. Barbour and S. E. Scholze, of Birmingham; Jesse 
M. Williams, M. S. Perry and N. Perry, of Montgomery, 
and C. F. “Sy’’ Martin, Owensboro, Ky. Miss Ella Bed 
ford Perry, of Montgomery, secretary of the association, 
was also present. The trade press was represented by 
Arthur Campbell, of the ‘“‘Plumbers’ Trade Journal,’’ New 
York, and G. R. Stearns, of ‘Domestic Engineering,’’ Chi- 
cago. 





J. M. Flanagan, of Corpus Christi, Texas, has been 
awarded the plumbing and heating contracts on the 
Roberts Memorial Hospital in that city. 


Fred H. Scheer, hotel operator of Dallas, Texas, plans 
the construction of a 5-story hotel building in Weslaco, 
with 100 rooms, and to cost about $200,000. 


The City of Dallas, Texas, has authorized the issue otf 
$650,000 in bonds for improvements and additions to b¢ 
made to the ward and high schools in that city. A nev 
high school for East Dallas is included in the building 
program. 




























DOMESTIC 





ENGINEERING 


ARCO WATER 
REGULATOR 


Stock No. 800 


ERE ARE THE ANSWERS to questions you might ask 
about automatic regulation of hot water heating jobs. 





companies use water reg- 
ulators as standard equip- 
ment? 


Because the specialist in hot water heating 
knows that automatic regulation is neces- 
sary to the perfect performance of a hot 
water plant—and he recognizes that the 
owner is entitled to this refinement. 


? Why do the big “‘system”’ 
td 


How about the owner? Is 
he getting his money’s 
worth ? 


It’s the cheapest thing he can buy—be- 
cause it saves him thousands of needless 
trips to the basement. And, incidentally, 
it saves you many expensive service calls 
to owners who do not know how to handle 
dampers by hand. 


his plant just as efficiently 


? Why can’t an owner run 
e ? 
with manual control: 


Because men forget-—-and a good auto 
matic regulator never forgets—never 
sleeps. 


How can] includea water 
regulator in my bid with- 
out hurting my chances on 
a competitive job? 


By telling the owner that you are giving 
him something the other fellow isn’t giving 
him—something that will relieve him of 
the annoyance of fussing with dampers. 


This puts you in a “preference’’ class 
and enables you to increase your profit 
without materially increasing your 
investment. 


The ARCO WATER REGULATOR is guaranteed by 
the world’s largest makers of heating equipment 


AMERICAN RADIATOR COMPANY 





816 S. Michigan Ave., Chicago, III. 


N92 (Ao water regulator 
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Here’s A Los Angeles Engineer 
With A Missouri Conscience 
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Sectional View O-B No. 20 
Line Flexitite Disc-- Never 
Leak Gate Valve 


Ccmmmammes Neen me 


§ PORCELAIN INSULATORS 





AVE you had difficulty in getting a 
gate valve that would not leak? 
Most plumbing specialists have. 


Recently we heard of a Los Angeles engi- 
neer with a Missouri Conscience. He had 
to be shown. He had tried gate valve 
after gate valve on his important in- 
stallations— but without success. 


So, when the Flexitite Disc Gate Valve was 
brought to his attention he thought ‘‘Here’s 
another lemon.’’ Once more he decided to 
investigate. He put it to the hardest test. 
He installed it where no other valve had 
operated without leaking. Finally, when 
it stood up on his air compressors, he took 
off his hat to the Flexitite Disc. 


Now, he is 100% for O-B Flexitite Disc Gate 
Valves. He says ‘‘Here’s a valve that is absolutely 
leakproof.”’ 


Are you from Missouri? Do you want to be 


shown? Ask your Jobber for the evidence. If 
he can’t supply it—we can. Write for it. 


OHIO BRASS COMPANY 
Mansfield, Ohio 





LINE MATERIALS RAIL BONDS 








Brass Co 


CAR EQUIPMENT MINING MATERIALS VALVES 


1 O-B 


Brass Valves 


are made in the following 
styles: 


Flexitite Disc Gate Valves 
125 Ib. Standard, No. 20 
100 lb. Light Standard, No. 25 


Radiator Valves 
Flexitite Disc, Gate, No. 50 
Steam, No. 30 
Hot Water, No. 40 
Packless Graduated, No. 35 
Union Elbows, No. 45 


Globe, Angle and Check 








Valves 

Renew- 

Brass able 

Dise 0-B 

Diso 

150 Ib. Standard -— No. 10 
125 lb. Standard, No. 1 No. 15 
100 Ib. Light Std.,No i4 — 
Competition, No. 2 — 
Lock and Shield, No.5 No. 5 

f 
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Advertising Editorial 
A NEW ONE EVERY WEEK—No. 217 









































The evening meal on wash day 


S IT a hastily: thrown-together meal, 
hurried and uncomfortable? Or is it 
the same pleasant, leisurely meal as on 
other evenings? If you have the proper 
equipment, wash day need be no bugbear, 
burdened with unnecessary heavy work. 
Plenty of hot water, for instance, and 
conveniently placed laundry trays, with run 
ning hot water, will do much to lighten the 





drudgery of “blue Monday.” 


Ask for a Just telephone and we'll be glad to show 
free copy of : 
“The Story y 
of the Bath.” constant supply of hot water—as well as 
Interesting 
to every 
member of 
the family. 
It's humor- 
ous and his- 
torical, and 
it isn’t ad- 
vertising 


you how inexpensive it will be to have a 


other convenient accessories to lighten the 


wash day’s work. 


(In this space your Name, 
Telephone, and 
\ddress) 











People Don’t Buy Plumbing Every Day 


AYBE the grocer and the drug store can get along without adver 
M tising. They sell many things which people need every day. But 
plumbing is bought at long intervals—many times at intervals of years 
People do not get acquainted with the plumbing and heating dealer 
through buying from him almost every day in the week. 

That's the big reason for keeping your name before your public 
by advertising so that when the time comes that people do need plumb 
ing or heating equipment your name will be familiar in connection with 


them. 
The cost of the Advertising Editorial illustrations is only $4.20 for 
twelve—three months’ service Send your order today 


Ww 
wn 
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LETTER 
IHeeek No. 54 





You no doubt know a number of homes in 
vour community which do not have propet 
water heating equipment or Taundry facil 
ities. Have your stenographer type the fol 
lowing letter on your letterhead and send it 
to a selected list of those people. It will call 
attention to a vital need and will) bring 


results 


Two Rivers, N. Y 
April 24, 192¢ 
Mrs. Edward Jones, 
Two Rivers, N. Y 
Dear Madam 

Very often the evening meal on wash day 
is a hurried affair, with irritation in the air 
Without proper equipment, wash day take 
altogether too much energy. 

Have you, for instance, a plentiful supply 
of hot water by merely turning on the faucet? 
Or do you have to heat it and carry it to the 
laundry tub? 

Do you have conveniently located laundry 
trays, with running hot and cold water? 

These things will do much to lighten the 
burden of “blue Monday” and to speed up 
the wash-day processes, so that the evening 
meal may be just as comfortable and leisurely 
as on other evenings 

Just telephone and we'll be glad to show 
you how inexpensive these helps may be 

Very truly yours, 
JOHN BROWN 


Adlet 


ONE A WEEK— No. 75 


7ITH the right kind of position, regular] 
W used, a small advertisement can be made 


to produce much more than its cost in busines 


In certain big city dailie you will find one-inch 

advertisements running every day in the same 

position on a page where it is sure t be een 

Select such a position and cominences ing the 

Adlets Copy out the one below and hand it t 

vour local paper pecifying the position § ir 
hich vou want it to appear 





“Blue Monday” 


Wash day its work can be light 
ened by the proper equipment Drop in 
and see the laundry equipment we have 


to speed up wash day labors 




















Plumbing Problems Met With Every Day 


The Schoolmaster and H1s Class talk over an 
installation requiring a variety of fixtures 


NOTHER good response to the Drawing Problem Fig. 42 M. Bobroff, Brooklyn, N. Y 
‘ig. 43.—Charles Leib, Philadelphia, P: 
} i7 replies having thus far been received in addition Fig. 43.—Charles Leib, Philadelphia, Pa 
l : lett ki mast inatn bout nd Fig. 44.—J. Faltin, Corona, L. I. 
0 merous ‘ ‘Tr as : esti 8 abc é ‘ J . - 
— - : ~~ SS cise : ; , Fig. 4 Chas. Musselman, San Francisco, Calif 
commenting on this plan of plumbing education. As Fig. 46.—Jack O’Brian, Roundup, Mont. 
nearly as can be determined, there are in the list below 39 Fig. 47 Louis Liess, Union City, N. J. 
ig contractor 6 plun xy inspectors, 2 j rney- aad : : : ‘ : 
plumbing contractor plumbing inspectors, journey The representation at this session of the Class is from 


né and one apprentice ; ee | ie : 
men and one apprenti twenty-two states, with New York leading with 8, and 


The problem is the , appeare » issue of —T . : . 
The problem is the one which appeared in the issue of California second with 6 members. 


‘y 20 an h ro wi re t ‘ , 1e s j > ° a af 
January 30, and the drawings that have been submitted This drawing problem is based on the elevation shown 


are as follows 
Fig. 1 A. R. MeGonegal, Washington, D. C 


on page 26 of the Jan. 30 issue, the same containing in 
numerable wrong plumbing practices and connection 


Fig 2 Hlenry Malone, Nashville, Tenn p . 2 : 

Fig J, R. Plander, Oakland, Calif With the aid of the “skeleton” elevation shown on the 

Fig. 4 wv. MW San Fernando, Calif opposite page, a corrected elevation is to be worked out 
ig A. MeHenry, Brooklyn, N. ¥ > . 

ati ‘ ~ iy Bente For the benefit of the new members of the Class let us 

Fig. ¢ r. V. M.,” Fall River, Mass ; 


explain that Plumbing Problems appear in “Domestic En 
yineering”’ on alternate weeks. The solutions sent in are 


then criticized in a “Schoolmaster’ article. This ts a 


Ls) 


“Schoolmaster’ article. 


=) 








| Criticism of and comments on the corrected drawings \ 
iF e 4 are as follows: \ 
; “ HERE are certain very common errors which still 
7 | persist in many of these drawings, and in order to 
- | get away from the monotony of mentioning them in con 
i ; nection with individual drawings, we have gotten into the . 
39 * 


way of “lumping” them, viz. 



























































2 j The use of a quarter bend at the lower turn of water | P 
tt ts closet vents is noted in Figs. 1, 2, 6, 9, 11, 13, 19, 21, 27, 1 
4 : | 

33, 35 42 and 44 If these vents were made as in Fig. 4 | 
Fig. 1 or Fig. 16, rust, scale, etc., would more readily find their i 
way into the closet connection, and be washed away. 

, ke arty, ]} ) Vis : : : 
ny pale Teeaty, BE. eee, Another thing to be mentioned is that often a fixture 
Fig 8 ©. Lindahl], Oakland, Calif é : 

Fig. 9.—George Monroe, St. Cloud, Fla on a top floor and close to its stack is provided with a 
Wie 10.—Alvert Russ, Bethany, Mo special vent, whereas if connected horizontally into stack 
Fig. 11 R. M. H.,” Fargo, N. D extension, it would require no other vent than is furnished 
Fig. 12.—G. W. Broomfield, Brantford, Ont by the stack itself. This is well illustrated in Fig. 20 
I 13.—Chas. H. Wendel, Hamilton, Ohio , ' eae . . . - ° 

‘ Unnecessary top fixture venting is seen in Figs. 1, 3, 4 
Fig. 14 James Lake, Utica, N. Y : Ss : : : 
; ic Arthur & Blaney. Ardsley. Pa 11, 12, 16, 19, 21, 24, 26, 28, 40, 42, 43 and 44. 
Fig. 1¢ iE. J. Blum, West York, Pa It is not wrong to connect the lavatories, sinks and drink 
Fig. 17.—George Jones, Youngstown, Ohio ing fountains singly where they are found in pairs, as is 
“ig. 18 E. Verplank, Albert Lea, Mint as . ‘ é 4 
oe Rowe peel stelle say a done in Fig. 4, but there is a great saving in material and 
Fig. 19 Harry Drees, Indianapolis, Ind 
Fig. 2¢ W. E. Lake Edgemont, S. D . 
Fig. 21 E. Cuscianna, Bronx, N. Y 
Fig. 22 J. B. Clegg, Pelham, N. Y — 
Fig. 2 David Ross, Vancouver, RB. C H 
Fig. 24 Robert Tagg, Allegan, Mich 
Fig. 25.—Wm. J. Atz, Atlantic City, N. J 
Fig. 2 W. C. Williams, St. Louis, Mo J - 
Fig. 27 Victor A. Conroy, Olean, N. Y - 
Fig. 28.—James Leonard, Fall River, M bid i 
Fig. ¢ } A. Rice, Argyle, Min D: . 
Fig. 3 Fred C. Speich, Tacoma, Wash ~~ 
Fig. 31 F, A. K.,"" Grenada, Miss i _t a. 
Fig. 32.—-H. J. Taylor, Flint, Mich : @ 
Fig. 3: “KE. G. P.,.” New Bedford, Mas . 
Fig. 34 Thos. J. Fitzpatrick, Los Angeles, Calif. = - t ( 
Fig. 3§ Walter Rohde, Oakland, Calif 
Fig. 3¢ Walter Biegel, Rochester, Minn Fig. 3 Fig. 4 
Fig. 37.—Anton Plashko, Jr., Oshkosh, Wis 
Fig. 30.— Altres T. Walter, Miiwav we in labor, without affecting effectiveness, if the conne< 
Fig. 39.—Geo. E. Hardin, Humboldt, Kans : : . - 4 
Fig. 40.—Bob Padula, Albany, N. Y tion is made double, as in Figs. 1, 2 and others. Double 
Fig. 41.—John F. Lonas, Knoxville, Tenn connections in one or more instances could be made to ad 
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CAST IRON 

OR MALLEABLE 
SCREWED 
FLANGED 
DRAINAGE 

for steam, water, 
gas, oil or air 


Ski 


Jumping 
isn’t as easy as it looks 





Write for our 
complete catalog 


BROOKLYN, N. Y. 


O watch the expert take off, sail 

gracefully over the tree tops like a 
bird on the wing and land on his feet, 
ski jumping looks easy, Apparently all 
that is necessary is to remain right side 
up. But this requires skill that is at- 
tained only after many painful spills 
and much practice. 


Like ski jumping, Stockham Fittings 
look simple enough. On the surface 
they don’t show the years of testing 
and experimenting that have developed 


them to their present high standard of 


STOCKHAM 


quality. 
able service that Stockham superiority 


It is in their long and depend- 
reveals itself. And the men who actu 
ally use them have learned that the 
perfect alignment, the chamfered faces, 
the clean-cut threads and flanges save 
time on the job. 


Stockham Fittings are sold only 
through the jobber. He can supply \ you 
quickly and won’t overstock you. We've 
found him the most intellig rent and 
most economical method of keeping 


supplied. 


the plumber and steamfitter 


Buy from 


PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALA. 


Warehouses with Complete Stocks in: 


CHICAGO, ILL. 


LOS ANGELES, CAL. 


YOUR JOBBER 


SAN FRANCISCO, CAL. 
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SYPHON AIR VALVE 
| &mbodying “dete Vhermostatic Principles 
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Quality materials and workmanship—proven The efficient construction of the venting seat 
efficiency of operation—special Dole thermo- —the improved Dole syphon—the special 
static principles— these are the factors that syphon lock collar and the float rest are a few 
make the Dole Syphon Air Valve in great of the special features with which every up- 
demand all over the United States. to-date steamfitter should be familiar. 


If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, Ill. * 
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v. ntage in Figs. 3, 4, 6, 12, 17, 21, 25, 26, 34, 40 and 44. 
We are more than glad to observe that there is almost 


entire absence of crown venting, a practice against 
iich we have waged a long and apparently successful 
rfare. 
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Fig. 5 


Fig. 6 


One of the special features of this problem is the proper 
connection for the condensing tank in the cellar, and we 
will consider these connections as seen in all 47 drawings 
it this point. 

The exhanst, draw-off, drip and blow-off from a steam 
boiler should never discharge directly into the sewer or 
the drainage system, but first into a tank having a ca 
pacity as great as that of the boiler. The tank should 
have a 2-inch vent to the eutside atmosphere, generally 
through the roof. The waste from the tank should be not 
less than 38-inch, and connect directly into the house drain 
or sewer, but should be trapped, and the trap should be 
vented. Fig. 1 is an example of a properly made connec- 


4 


Connections which are correct or nearly so, are to be 
found in Figs. 1, &, 6, 7, 14, 12, 48, 14, 36; 26, 
23, 24, 28, 30, 33, 34, 36, 37, 38, 39,41, 43, 45, 46 and 47. 
No connections are shown in Figs. 2 and 3. In Figs. 4, 10, 
17, 21, 25 and 29 the condensing tank is vented into the 


tion for the condensation tank. 


ca 
















































Fig. 8 


regular venting system, whereas it should be separate 
from it. In Figs. 8, 9 and 32 the condensing tank is not 
vented. Fig. 15 shows the vent taken into a soil stack. 
In Figs. 17, 18, 26, 27, 40 and 44 the tank is not properly 
trapped, and in Figs. 22, 31, 35 and 42 it is not properly 
trapped, and is unvented. 

A second important feature of this problem is the 
connection of the soda fountain sink, and we think we can 
get more out of the subject by discussing the 47 different 
connections altogether, rather than in the usual way. 

The waste from this fixture may be connected directly to 
the drainage system or indirectly into some water-supplied 
When a direct con 
nection is employed, a very good method is to connect the 


sink or other fixture or floor drain. 
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several compartments into a properly vented 4-inch trap 
When this method is used, the main waste should be 
2-inch, and nothing smaller than 1%4-inch on the individ 
ual wastes, although 14-inch is better, owing to the foul 


ness of the waste that this fixture has to handle 


Personally we favor the indirect connection, for the same 
reason that we favor an indirect refrigerator connection 
there is less danger as a general thing, of the contamina 
tion of ice, food and drink handled at a fountain having an 
indirect waste connection However, there is much to be 
said on the side of the direct connection, and if anyone 
cares to take up cudgels in behalf of the direct connection 
he has our permission 

The direct method is employed in Figs. 2, 3, 8, 10, 11 
17, 18, 19, 20, 22, 23, 24, 26, 31, 33, 37, 44, 45 and 47 
All of these are in a way correct but some of them appeal 
to us somewhat more than others Three traps are used 
on the three compartments, in Figs. 2, 3, 10, 11, 18, 20, 45, 
Whereas the others use but one trap If correct sizes are 
used, and the work is done in the right way, we prefer one 
trap, as it seems to us this method holds less danger of 


stoppage Of those using one trap, most show a P trap 























Fig. 9 Vig. 10 


Figs. 24 and 33 showing drum traps When the trap is 
placed under the floor, there are longer lines of fouled 
waste pipes to throw off odors into the room 

The indirect method is shown in Figs. 1, 5, 12, 13, 21, 


om 97 99 9 
25, 27, 32, 34, 


25 and 42, all of which discharge-into the 
nearby slop sink Of these Figs. 12 and 13 use traps, but 
we see no Yeason for trapping the fixture in using the in 


direct method. 
Watch for the Plunbing Prablems in alternate tssues of 
“Domestic Engineering 


The indirect method is also used in Figs. 4, 6, 9, 14, 16 
30, 38, 39, 40, 43 and 46, discharge being made into a 



































Vig. 11 Fig. 12 


floor drain, special trap or sink above or below the floor on 
which the fixture is located Figs. 7, 15, 28, 29 and 36 
discharge to a cellar fixture 
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Lenox Boilers 
for infrequent firing 


and low fuel cost 


When it comes to furnishing ade- 
quate heat with minimum atten- 
tion, for buildings of moderate 
size, there is nothing like a LENOX 
BOILER. 


Scientifically arranged waterways 
insure free and effective circula- 
tion, while the deep fire pot and 
extra large heating surface in direct 
contact with the fire means steady 
heat with minimum fuel consump- 
tion— always. 

There are ten sizes in the LENOX 
Seriesadaptable for either steam 
or hot water—making it an easy 
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matter to select just the boiler you = 


need for each individual require- 
ment. 


Write for latest catalog NOW! 
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Of these various indirect connections, discharging to the 


slop sink seems to us the best method. It seems to be the 
most direct, and this counts greatly, for it means less foul 
wa pipe to throw off odors into the air. Many of the 


— 



































indirect connections show one or more traps in use, but the 
indirect method should make the use of a trap unneces- 
sary. When the discharge is made to a fixture on the 
floor below, it calls for a long run of waste, which we have 
already spoken of as poor practice. If this fixture is in- 
stalled especially for this purpose, well and good, but if the 
fixture receiving the soda fountain discharge is one in 
common use, such as these cellar fixtures seem to be, the 
method seems to us objectionable. 

In our way of looking at it, the direct method of con 
nection does away with much of the obnoxiousness of dis- 
charging into a fixture or trap, having the latter become 


foul and continue so indefinitely. The periodic cleaning of 
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a trap or sink or other fixture receiving an indirect dis- 
charge of waste from a soda fountain, is a thing greatly 
to be desired, fine in theory, but very often almost entire- 
ly neglected in actual practice. 

Fig. 41 shows a method different from any of the others, 
inasmuch as it discharges into the drinking fountain stack, 
the same discharging indirectly to a cellar drain. The ad- 
vantage here is that the connections get a thorough flush- 


ing of clean water from the fountains. 
General criticism of the drawings is as follows: 
Fig. 1.—An excellent job. We note several wet vents, 


which seem to us O.K. A note states that no cleanouts 
are shown, as cleanouts are not allowed in the national 
capital. This is a new idea to us, and we would very much 
appreciate having the arguments in support of the non- 
use of cleanouts 
Fig. 2.—A creditable drawing—no further criticism. 

The condensing tank connection, which is ap- 
Otherwise there 


Fig. 3. 
parently into a drip sink, is inadequate. 
eems nothing further to criticize. 

Fig. 4.—-No further criticisms beyond the general crti- 
cism already made. 
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Fig. 5 Well done. Inasmuch as it is allowable to con 
nect the condensing tank into the house drain, it seems 
an unnecessary expense to run to the house sewer. The 
tank should be trapped. 

Fig. 6. 
from other fixtures, is not considered the best practice. If 


Connection into lead closet bends of wastes 


iron bends are inlets, the case is 


different. 


used, with special side 


Evidently an attempt has been made to use ec 


rig. ¢: r 


cuit venting, but it does not seem to us that it is partic 
ularly advisable except in the case of the 13 group, and 
there common venting is used. In the use of circuit vents 
the extension beyond the last fixture should rise above the 
fixtures before connecting into the vent stack. The vents 


of 2 and 8 should rise above the fixture 30 is poorly 


vented. 5 and 6 are double trapped If the grease trap 
is required, it would be better to omit the P traps and 


connect to the grease trap. 
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Fig. 17 Fig. 18 
Fig. 8.——The chief criticism concerns the drinking foun 
tains. When they have an indirect connection, as in Fig. 


13, they do not require venting, but when direct connected, 
they should be handled as any other common fixture. The 
stack is only 1144-inch, whereas if it were 2-inch, it would 
be much safer to omit the venting. 11, 17 and 25 should 


be vented. A good example of wet vent practice 


Fig. 9.—Wherever pairs of water closets are vented to 
gether, 13, 28, ete., the two vents should not connect into 
each other at a point below the top of the fixturs As now 


connected, the waste from one can flow off through the 
vent of the other. While not a criticism of the 
merits of the layout, one would not expect in practical 


Sanitary 


work to find soil, waste and vent stacks tying up to each 
other, across the entire building, as here shown 
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Fig. 19 Fig. 20 

Class members are invited to send in their photographs 
for publication in connection with the plumbing problems. 
The photographs and halftone cuts are sent as soon as 
used to those whom they represent. 


(Continued on Page 69) 
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_ Permanently cures foaming, ” 
priming, unsteady waterline, and all i 
ills due to dirt and oil in heating fel 
an 

systems. ‘* 
Specified by foremost heating spe- - 
cialists. a 
VINCO is sold only in 5, 10 and 15 ea 
pound cans. C1 
Ask Your Jobber. ee 

THE VINCO COMPANY, INC. a 
‘Specialists in Boiler Chemistry’”’ th 

75 VESEY STREET, NEW YORK CITY p! 
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Michigan Endorses Permanent 


Office 


the National of $30,400 and $16,000 of booth space has 
alr ady been sold. He is spending a great deal of time at 
Lou sville and is glad to give his time to the welfare of 
the National Association. 

he establishment of a central office, he felt, would 
eliminate 75 per cent of the problems of the plumbing 
business, 

r. Lang emphasized the need for a permanent office 
by asking the Michigan delegates where the national office 
is now located. Only five out of about 125 in the room 
were able to tell where the national headquarters have 
been during the past year. Mr. Lang said that no one 
could name an organization in the building industry that 
has not established a permanent office. 

Mr. Lang said that when the question of selecting a 
national secretary came up, he knew that a large number 
of applications would be made. He said he did not be 
lieve that a master plumber was always the best qualified 
for such work, as education is needed and colleges are 
now training men especially for organization affairs. He 
said that Illinois has just changed its secretary and is 
going to hire a college trained man. 

The resolution adopted by the Michigan association on 
the permanent office question is as follows: 

That the Michigan association go on record as favor 
ing the creation of a permanent national association office, 
with an efficient business method of operation.” 


THE CODE OF ETHICS 

OS. W. CANNON, former national president and now 
J head of the Chicago association, talked on the ques- 
tion of the code of ethics. He said that the problem has 
been before the National Association for a long time and 
has been dallied around without mueh being accomplished. 
He favored the code of ethics and then read to the Michigan 
contractors the Illinois state code, which covers the rela- 
tionship between the contractor and the public, his com 
petitor, the wholesaler, manufacturer, employe and the 
allied professions and his obligations in the handling of 
contracts, He said that if they waited on the National 
Association for a code he was afraid they would have to 
wait a long time. 

Mr. Cannon said that a national office, in his judgment, 
would greatly benefit the plumbing business. In fact, he 
felt it would be the redemption of the plumbing business 
and the only way this could be brought about. He said 
he would not discuss the problem of financing such an 
ottice, He said he did not think the plan could be ap- 
proved at the coming Louisville convention but that its 
advocates must be consistent and work for its adoption 
until all see the problem in the same manner. The Illinois 
association does not care where the central office is located. 
Chicago has been mentioned at other conventions as de- 
siring this office, but he said the Chicago contractors do 
not care where the office is located. No one in Illinois, 
he felt, would take the job of executive secretary, and 
ibsolutely no selfishness is present in the campaign for 
this office. Mr. Cannon said again that he expected the 
plan to be defeated at Louisville, but that its advocates 
would continue to work for it. 

He pointed out that if precedent prevails, next year 

‘ national oflice will be located in San Francisco, which 

far away from most of the plumbing business of the 

untry, and consequently would make it difficult for the 
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“Duro” combination equipment 


Here is a bath supply, drain and 
shower combination that reflects 
quality and refinement throughout. 
The valves have removable seats, 
and all wearing parts can be re 
moved and replaced from front of 
wall. 

Fitted with 4-inch cast brass ball 
joint shower head and china 4-arm 
handles. Can be furnished with 5 
inch head and spout over rim 


Ask your jobber to show you the 
Wolff ‘‘Duro” combinations. If 
you have not received a copy of 
the new brass catalog ‘“‘J’’, advis« 
us, and it will be sent at once. 


WOLFF MANUFACTURING CORP. 
2057 W. Fulton St., Cor. N. Hoyne Ave 
CHICAGO, ILL. 


WOLFF 
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The new Honey- 
well 15-20 day 
Clock thermostat 
is §=distinguished 
by a number of 
exclusive advan- 
tages Fach is 
equipped with an 
accurate ther- 
mometer 


Your Customers are Ready 


for 


HONEYWELL 


Temperature Regulators 


There is now a genuine demand — a huge 
new market for automatic room tempera- 
ture controls. 


Tens of thousands of householders are 
ready to enjoy the greater comfort and con 
venience of automatic regulation. They 
realize that hand regulation is an outworn 
practice, regardless of the kind of heater 
used or the kind of fuel burned. 


To protect the mutual interests of his 
customers and himself the heating contrac 
tor must recommend the control that assures 
the most dependable service. 


Hundreds are taking a leaf from the book 
of the heating plant manufacturer and the 
oil burner maker and are identifying them- 
selves with Honeywell. 


For completeness of accurate service, for 
simplicity, for dependable, unfailing action 
there is nothing in this field to equal Honey 
well Automatic Temperature Controls. 


new president to give service to his members in the « rn 
and central states On the other hand, Californ 
been a member of the association for a long time a: n 
his judgment, should have a president. 

He felt that with a permanent office the pres 


would be more of an honorary position with the pre nt 
outlining policies and keeping in touch with general a rs 
of the association He did not feel that this plan would 
detract from the honor of the office. A paid secretary or 
manager is in office year after year, in fact the po n 


becomes more or less of a permanent one for a capibl 
man His work is to do the bidding of the mem 
Now the president takes several months to get acqua d 
with manufacturers and with the problems of the o 
and by that time he has been retired in favor of a new 
ofticer So continuity of effort is impossible through the 
national office 

He told of his efforts, during his term as national p 
dent, to start a membership campaign but this had 
been maintained. Past President Samuel Wilson had also 
taken up this line of effort but Mr. Vogelpohl had dropped 
it during his term. He thought that new blood and con 
stant increase in membership was necessary for the wel 
fare of the association, With a permanent office the 
membership policy could be kept up, during administra 
tion after administration. 

The code of ethics as brought in by the Detroit asso 
ciation was adopted by the Michigan contractors. The 
actual motion for approval was in favor of the code, essen 
tially as presented, but it was referred to the board of 
directors for editing and for slight changes, the board then 
being given power to adopt the code, print and dis 


tribute it. 
RESOLUTIONS 
ESOLUTIONS adopted by the Michigan State Asso 
ciation of Plumbing and Heating Dealers cover a 
variety of activities of interest to the contractors 


In addition to the resolution approving the permanent 
office plan, the association went on record as favoring the 


proposed deep waterway through the St. Lawrence river 


valley, as a means of helping business not only in Michi 
gan but in the middle west. A copy of this resolution is 
to be sent to each congressman. 

Another resolution drafted by James Keely, of Jackson 
and EK. V. Merrill, of Saginaw, expressed the sincere sym 
pathy of the association in the death of Thomas Shields 
of Lansing, a past president of the Michigan organization 

In its influence on the association work, probably the 
most important resolution related to the establishment of 
the zone system in the state. This resolution was brought 
in by the Kalamazoo local. After pointing out that the 
annual convention does not provide sufficient opportunity 
for personal contact among the members, and that present 
conditions in the plumbing and heating business are due 
largely to this lack of personal association, the resolution 
favors the division of the state into at least eight districts 
Each district is to hold a meeting on the first Monday of 
each month, at which every town in the district is to he 
represented. A report of the round table discussions at 
these meetings is to be sent to the board of directors of 
the state, with recommendations, This resolution wa 


adopted. 


INSTRUCTIVE ADDRESSES 


, ‘ ? . " ILLIAM J. WOOLLEY, vice-president in charge « 
The Honey well Heating Specialties Co. W sales of the Wolff Manufacturing Corporation, Ch 


Wabash, Indiana 


CG) 


cago, and former head of the National Trade Extensi« 
Bureau. was at Kalamazoo, and talked to the conventio! 


(Continued on Page 75) 
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The Whitehouse China Faucet 


(PATENTED) 


Announcing — 
a new beautiful Sink Faucet 


The Whitehouse China Combination Sink 
Faucet is the plumbing industry’s newest and 
biggest contribution to home beauty. 


It is a compact unit of snow-white china with 
a concealed soap pocket and a swinging spout. 
Unique in design and grace, it sells upon sight. 


The china aristocrat of combination sink fix- 
tures requires no polishing as do brass faucets. 
Harmonizing with the clear white of the sink, 
it becomes almost a part of the sink itself. 


A soap pocket is unobtrusively concealed 
within the fixture and does not detract from 
the pleasing liquid lines. .It is also invisibly 
drained. 


Water at just the proper temperature is pro- 
vided by a swinging china spout. A damp rag 
cleans the china quickly. 


Water-carrying parts concealed within this 
China Combination Sink Faucet are made of 
the ‘Everlasting’? Morgan Bronze Metal, to fit 
all sinks with 8-inch center drillings. 


China used in this faucet is the highest grade 
vitreous ware known. 


Whitehouse Beauty can replace any ordinary 
fixture with surprisingly little difference in 
cost. 





HIGHEST 


GRADE PLUMBING FIXTURES IN 
THE MORGAN BRONZE CO. 


THE WORLD 


CLEVELAND 
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A hinge that holds like a vise 


NE of the many advantages of a 

Never-Split Seat over the ordi- 
nary seat is its superior hinge. It is 
made of new brass and so well set in 
that through all the long years of 
service, it never loosens its grip. 


As good as the hinge is, it wouldn’t 
hold like it does if we didn’t use the 
finest quartered oak and red gum 
obtainable. This lumber is seasoned 
to just the right point in our own kilns, 
and quarter-sawed so that it will have 





Each seat is carefully 
fashioned in four sex 
tions, so that the grain 
runs around the hole 
These sections are 
united in an insepara 
ble unit by four bolts 
concealed in the wood 
So tight is the grip of 
the bolt, so accurately 
machined are the 
tongue and grooves, 
that it is impossible for 
the joimt to split or 
come apart. The hinge 
s designed for great 
trength and durability 
Never Split Seats 

beautifully finishe 


there is a type for every 





~~ Never. 


greater strength. The famous bolted 
joint construction, by which the four 
sections of the seat are joined, prevents 
splitting, cracking, and warping. 
Never-Split is the strongest, longest 
lasting seat you can sell. 


Have you a copy of the new Never- 
Split catalog? A model of the famous 
bolted joint construction? Attractive 
envelope stuffers to send out with your 
statements? A post card will bring 
them without charge. 


NEVER SPLIT SEAT COMPANY 
Dept. 24, Evansville, Ind., U.S. A. 
Founded 1905 


The Largest Manufacturers of Toilet Seats in the World 











Woop ToiLet 


SEATS 
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Legal Questionnaire 


Answered by “The Judge’* 
Is an Employer Liable for Accident when Employee is 
Driving His Own Machine on Employer's Business ?—This 


question is answered in a most careful manner. 


LIABILITY OF EMPLOYER FOR ACCIDENT WHEN 
EMPLOYEE IS DRIVING HIS OWN MACHINE 
ON EMPLOYER'S BUSINESS 
Editor “Domestic Engineering’: I hired one of our 
men to make a trip for me and he preferred to take his 
own car for that purpose, for which we paid him. Com- 
ing back he had an accident with another car, damaging 
the other car considerably. As to who is at fault does 
not concern me in the least, but what I would like to have 
your opinion on is, Can I be held for the damage done the 
other party’s car? This all happened in the state of Wis- 
consin and my employee had no insurance on his car. 
Michigan. 


Answer: The decision on your question would be a 
close one, depending upon the evidence which might be 
produced concerning the nature of the business which 
your employee was performing, the instructions which 
you gave him and the amount of supervision or control 
which you exercised or had a right to exercise over the 
manner in which he was to do the work for you. 

First, you state that you do not care in the least whose 
fault caused the accident. You do not mean exactly that, 
probably, for the reason that if your man was not a fault 
you would not be liable in any event, because the other 
party would not be able to recover a verdict against 
either you or your employee. 

While the fact that your man was driving his own 
automobile is in your favor, as tending to show that he 
was an independent contractor, so-called, it does not con 
clusively relieve you of liability. 

You state that the accident happened in Wisconsin, so 
I shall cite Wisconsin law, which would control in the 
absence of special circumstances. 

The general rule of law is laid down in a Wisconsin 
case as follows: 

“The definitions of the term ‘independent contractor’ 
found in the decisions are uniformly in harmony and may 
be summarized as ‘one who, exercising an independent 
employment, contracts to do a piece of work according to 
his own methods and without being subject to control of 
his employer, except as to the result of his work 
or as one who undertakes to do specific jobs of work, as 
an independent business, without submitting himself to 
control as to petty details . . . The most significant 
indicium (test) of an independent contractor, however, 
is his right to control the details of the work. If such 
right remains in the employer, whether exercised or not, 
the relation will be held, in the absence of other controll- 
ing circumstances, to be that of master and servant or 
principal and agent, and not of employer and independent 
contractor. . . . And it was pointed out that it was 
not necessary that the employer should in fact exercise 
control. It was sufficient if he had authority to do so; and 
the fact that the employer chose to leave the details to 
the servant because of the confidence in his ability, and 
knowledge of the work, to do what was proper, was im- 


*Every effort is made to the end that these answers may 
be authoritative. However, we cannot assume any respon 
ibility because of the very nature of the service, which is 
rendered without a personal interview.——-Editor. 
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Ruggedness, neat appearance on 
completion and ability to stand 
the gaff in after years make 
EXCEL UNIONS valuable in 
keepmg the good will of your 
customers. Ask your jobber. 
PROVIDENCE FITTINGS CO. 


7 Water Street Boston, Mass. 
New York Office 210 E. 45th St 











STRINGER 
E. H. Cast Iron Bungalow Stack 


With Bath Revented Through Basin Waste 
(For Cities Where Wet Vents are Permitted) 


S@e NOTE 





Stack 85 
LIST PRICES 


Fig. 
ZOD x. 0.< 6 + SLAO 
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WO ae) se. Bae 


$14.20 


NOTE: Figs. 205 and 244€ 
are made long enough to 
at a spread of 27 and 
eIng sc ored may be cut off 
to meet any required meas- 
urement less than 27”, Fig. 
238, Basin Waste, is adjust- 
able from 15” to 18” with 
out any cutting. 


Ask your jobber for discount on Stringer Fittings. 
Write for Catalog ‘‘K"’ showing this and many other wet 
vent stacks. 


STRINGER BROS. CO. 


1100 W. 38th Street tt Chicago, Illinois 
Warehouses: Chicago, Ill; Gadsden, Ala Factory: Gadsden, Ala. 
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BYERS PIP 


This ad 
appears 


in the 
current 
issues of 


House and 


Garden 


— 
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GENUINE WROUGHT IRON 








Watch that fellow Kelly! 


“Five Dollars and Fifty Cents” is the title of a little story revealing 
some of the secrets of Mr. Kelly’s rapid rise as a plumbing contractor. 
Mr. Kelly found a very unique way of getting business and improving his 
profits. “Watch that fellow Kelly,” his friends are saying, “He will be 
riding around in a Rolls-Royce next.”’ The story would be worth reading 
even if you were not in the plumbing business. Send for it — it’s free. 


A. M. BYERS COMPANY :: Pittsburgh, Pa. 
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iaterial. . . . It is the possession of the right of in- 
terference, the right of control, that puts upon a party 
he duty of seeing that the person who stands in that re- 
ition does his duty properly.” 

While the fact that your employee was using his own 

utomobile is not conclusive evidence in your favor; it 
so is true that the fact that he was your employee is 
ot conclusive against you. Let us take what may be the 
wo extremes of facts. Suppose that you ordered your 
mployee to take one of your own automobiles with a 
ruck load of materials to Wisconsin and while he was 
on the trip an accident occurred. In the usual circum- 
tances of such a situation it would undoubtedly be held 
that the employee was your servant and that you would 
be liable in damages because of the result of the accident, 
provided always, of course, that your employee was negli 
gent and was about your business and not his own when 
the aecident happened. 

Then let us take another case: You want some infor- 
mation which can only be obtained in Wisconsin and your 
employee says that he would be willing to drive that way 
some Saturday afternoon or Sunday, in his own car, and 
you agree to pay him his wages for the time he spends 
on the trip and for the use of his car, leaving all details, 
as to when and how he may make the trip, to the em- 
ployee. Such a case would probably result in a verdict 
for you, although even such a set of facts would not con- 
clusively prove that your employee was an independent 
contractor. 

Any set of facts which tend to show that an employee 
is on his employer’s business and that the employer exer- 
cises, or has the right to exercise control of the means 
and method of doing the business in hand, usually result 
in a verdict against the employer. 

Now let us consider a little different kind of a case, 
involving the use of an employee's automobile, which was 
decided by the Wisconsin courts in 1923. A Ford agency 
employed one Sovic as a salesman to sell automobiles on 
commission. After reporting at 8 a. m. each day Sovic 
could go where he pleased and sell cars in his own Ford 
car. Sovic had to pay for the car and its maintenance. 
He was in an accident and his employer was sued for dam- 
ages, the court holding that the employer was not liable 
and saying: “It is well settled that where one drives 
his own automobile a third party cannot be held liable 
for injuries to a stranger resulting from negligent driving 
unless the relation of master and servant or principal and 
agent exists between the third party and the driver and 
the latter is actually at the time of the injury engaged in 
the furtherance of the master’s business. If the driver is 
an independent contractor and not an employee or agent, 
there is no liability on the part of the employer. So the 
question as to whether the driver is an employee or agent 
or an independent contractor is the turning point as to 
liability.”’ 

The court goes on to say that in the case which I 
quoted from first above, “It was held that one of the prin- 
cipal distinguishing characteristics of the relation of mas- 
ter and servant or of principal and agent was the degree 
of retention by the employer or principal of the right to 
control the manner in which the details of the work were 
to be done. Where the employer retains control of the 
manner of doing the details of the work or specifically 
directs a particular work to be done at a specific time or 
manner, the relation of master and servant will be held 
to exist.’’ 

From the above you will see that the facts that your 
employee was in your employ and that he used his own 


(Continued on Page 52) 
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For Protection Against Spring 
Rains Sell the 








IMPROVED MODEL “R” 
Automatic Cellar Drainer 


to your customers. 
and gives efficient service 


It is economical, reliable 
without service 


calls. Entirely automatic, it requires no at 


tention after installation. 


Equally serviceable for residences, office build 
ings, factories, elevator pits or excavations. 
Not only easier to install, but cheaper to 
operate, using city water pressure. 


Your jobber can supply you. 


PENBERTHY INJECTOR CO. 


1260 
Holden 


Avenue 


Detroit, 
Mich. 


ee 


Established 1866 





CANADIAN 
PLAN 1 


Windsor, 
Ontario 
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Are you using the 


Here are three Ideal Products 
ideally suited to this kind of selling 


IDEAL VECTO HEATER 


The Ideal Vecto heater will warm small homes, stores, ga- 
rages and other detached buildings up to 8,000 cubic feet 
capacity, with minimum fuel cost. 

You can sell Vecto when your journeymen are working 
at full capacity with regular heating work, for it requires no 
installation except the connection of the smokehood. This 
means that your margin is all velvet. The new low cost of 
Vecto, $97, opens a new market and gives you new customers. 

Selling on the Partial Payment Plan makes Vecto’s 
market even larger, for you can sell Vecto for only $10 down 
on our Easy Payment Plan. 


IDEAL ARCOLA 


Ideal Arcola is an ideal product to sell on the Partial Pay- 
ment Plan. 

Some who say they cannot afford a modern heating plant 
will buy an automobile, a vacuum cleaner, a washing ma- 
chine, a radio or a piano on the Partial Payment Plan. They 
do this just because they have been shown how easy it is to 
finance the purchase. Ideal Arcola will help you get your 
share of the Partial Payment Plan dollars if you will tell 
your customers the Partial Payment Plan story. 


ARCO TANKS for Hot Water Supply 





/\ f Arco Tanks for Hot Water Supply are made in a complete 
ae. F = range of sizes for both Coal Burning and Gas Burning. An 
“ Arco Tank for every Hot Water need is more ammunition 


for helping you get your share of Partial Payment dollars. 
Each is a self-contained unit possessing special and 

exclusive features that insure running water at the desired 

temperature and in abundant quantity to serve all needs. 


Advertised Price 


Coal Burning, $84 and up Gas Burning, $66 and up 
30 to 100 gals. capacity 20 to 45 gals. capacity 










YONDA ARCO YONDA 


CORTO 
SMOKELESS SOLER, Re) SECTIONAL 


A 
Cele Gael: IRCOLA 


Mention Domestic ENGINEERING when writing advertisers. 
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Partial Payment Plan 


Pave the road to easier sales 
and bigger profits 


Heating Contractors always lost many sales through 
the “I can’t afford it” bumps in the road. Now the 
Partial Payment Plan has made the old rough cash 
sales road smooth going. Prospects whose pocket- 
books prevented them from enjoying radiator com- 
fort are quick to use the Partial Payment Plan when 
they learn how easy it is to pay a little each month, 
It has meant easier sales and more profits for many 
dealers and radiator comfort and satisfaction for 
their customers. The Partial Payment Plan paves 
the road for you to bigger business, more sales and 
steadily increasing profits. 














Here is how we 


help you 


You begin to smooth out the bumps when you mail | 
to us the coupon at the bottom of the page. It is the tae 
signal that enlists our full co-operation. 

We will furnish you with literature that describes 
the Partial Payment Plan in detail—that shows you 
how easy it is to put it into operation—together 
with the necessary forms for each job. 

If you are not using the Partial Payment Plan, 
the coupon below will start you on the road to 
getting a real share of the money being paid out 
every month in easy payments. 


AMERICAN RADIATOR COMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, 

Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, 

Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, Minneapolis, Omaha, Kansas City, Denver, 
San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 

















Makers of IDEAL BOILERS and AMERICAN RADIATORS and other products for heating, ventilating and refrigeration: 


f em Aa a nm ea ie att ne ae ancient 
ott paar" % '% = - 
BOS . @2) | AMERICAN RADIATOR COMPANY 

F : ‘G Direct Mail Advertising Dept. 101 
1807 Elmwood Ave., Buffalo, N. Y 
GENTLEMEN: Please mail me literature and complete 


information on the Partial Payment Plan. 
Yours very truly, 


OO, 


7 TY nc eames 


HEAT MACHINE 
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Bull 
covered seats have 


Dog celluloid 


alithe good qualities 
if Bull-Dog varnish 


finished seats 





“HEAP = 


FLOOR & CEILING PLATE 3 ~_ 


Beaton & Cadwell’s ‘‘Perfection”’ 
No. 10 Floor and Ceiling Plates 
pay dividends in satisfaction — 
they save you time and money. 
They stay put. 














fe 
BEATON & CADWELL AMFG.CO, 
éstablished 1894 
NEW BRITAIN, CONN. 











Automatic Gas Water Heater 


Two men, bought water 
heaters. One bought a 
Humphrey. The other 
bought “something just 
as good—but cheaper.”’ 
That was 10 years ago. 
Today they both have 
Humphreys. 


Humphrey Company 
(Dio. Ruud Mfg. Co.) 
Kalamazoo ot Michigan 





Type ssave 











“jhe Red Metal Line 


NIE 


ee et ee ee ae 
Staple Brass Plumbing Goods 
Concealed Fixtures 
Water Works Brass Goods 
~of Bronze Grade Metal 
in Enduring Quality 
THROUGH JOBBERS ONLY 


UNITED BRASS MFG.CO. “"3fité"” 
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(Continued from Page 49) 


automobile are not decisive of the answer to your qu 


tion, but that the real question is whether you, as e: 
ployer, had the right, because you were employing yo 
man as an employee, to say how he should perform t} 


work That does not mean that must actually giv 


directions about every detail of driving, or route, but that 


you 


you have the right to do so if you so desire, because you 


relation is that of employer and employee. For instance 


if you hire an expressman to deliver goods in Wisconsir 


you are not responsible for damages resulting from a1 


accident on the trip, because you are employing an ind: 
pendent contractor and do not have the right to say an) 
the of the ete If it 
your employee to make the trip, a 


about details trip, could be 
found that left 
you would an expressman, and such a situation could bs 
all the facts, then the fact 


your employee decide cast 


thing 


you 


mere 
the 


reasonably argued from 


that he was would not 


you 
case Was your employer 


The fact that the driver in this 


is against you, for the reason that if the circumstance 
were that except that the employee was using his own 
car, the situation was just as if the employee had taken 
} one of your own trucks to deliver a load of goods in 
Wisconsin for you, then the verdict would undoubtedly 
be against you. The fact that the employee was driving 


his own car is in your favor to the extent that the othe: 
facts might tend to show that he was, on this trip, in the 
of whom you 
had no right to exercise control as to the manner of mak 
Also, the fact that you paid your employee 
ten 


position an independent contractor over 


ing the trip. 
for the 
dency to show that he was an independent contractor. 


use of his car is in your favor, as having a 

Remember, also, that one of the important facts in such 
cases is always the question whether the employee is act- 
ing within the scope of his employment and is actually on 
his employer's business at the time of the accident. Even 
though your employee had been driving your auto when 
the accident occurred, if he had taken a devious route to 
get home for purposes of his own, and could not be said 
to be actually about your business at the time, you would 
be liable. If the employee took other than the usual 


route home, to make a personal call or attend to his own 


not 


business or pleasure, you would not be liable, 

I should say that possibly you might take the position 
that you are not responsible for the accident, because your 
employee at the time was in the relation of an inde- 
pendent contractor, but I cannot give a more definite 
opinion without knowing more of the surrounding facts. 


The contract for the installation of plumbing in the 
EK. C. Hughes School, Seattle, Wash., has been awarded to 
Hugh Phelps, 623 Fourth avenue. The heating contract 
went to Scherer & Carlson, 111 Pine street. 

The Thompson Plumbing Company, Seattle, Wash., has 
secured the contracts for the plumbing and heating in the 
apartment and store building being built by Ole Bjornstad 
at Thirty-fifth street and Fredmont avenue. 

Theodore S. 
for the construction of 


Moffitt, of Palestine, Texas, is drawing plans 
a 2-story theatre building in Corpus 


Christi, to seat 1500 and cost $100,000. 





The Chonco Valley Baptist Association of San Angelo, 
Texas, plans the construction of a 3-story brick and con- 
crete hospital building to cost $150,000. 

The City of Austin, Texas, is planning to spend $200,- 
000 in erecting new schools and making additions and im- 
provements to the present buildings. A. N. McCallum is 
superintendent of schools. 
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ABOR is always an impor- 

tant item in the plumbing 
field. Though not the most vital 
feature of the T/N ONE-PIECE 
Closet, yet the fact remains that 
there are only TWO connec- 
tions—one from bow! outlet, 
other to tank supply. 








No other Fixture com- 
bines all these features: 


IR nd ARR HRT RAT TERRY 





Quiet ! 

Powerful centifrugal flushing 1 

thoroughly cleansing 

Cover fastened to tank. 

Fittings specially designed, highest quality ; Patented and Patents Pending 

and workmanship. 

White or mahogany finish seat, as desired 

: | W. A. CASE & SON MEG. CO. 

NON -OVeTTIOW ’ - — a 7 , 
220 DELAWARE AVE. BUFFALO, N. Y. 

Packed complete in one crate, including seat POTTERY: ROBINSON, ILLINOIS 
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Keep Your Records Up-to-Date 








I.very day in the year changes are taking place in the plumbing and heating * 
y industry that make your records out of date. 

When your buyer is ready to order supplies he wants to know just where 

: to buy them. He does not have time to write for catalogs that are not on : 


file or out of date and he cannot afford to take chances on old records. 


Use Domestic Engineering Catalog Directory 


Domestic Engineering Catalog Direc- 
tory is brought out each year especially for 
the buyer of plumbing and heating supplies. 
leach item is checked and verified or changed. 
information 
most comprehensive form. 


It contains accurate, concise 
arranged in the 
All the benefits of our complete facilities for 
collecting new data and correcting records 


are placed at the disposal of the buyer 


ach edition of Domestic Engineering 
Catalog Directory at the time of publica- 
About 30°; 
changes are made in the Classified Section 
Over 2000 items 


tion is right up to the minute. 


from one year to the next 


are listed with the names of the manu 
facturers and trade names. 


The 1926 edition contains nearly 1300 pages 
of condensed catalog material of 450 manu 
facturers. You are interested in practically 
all ‘of these items at some time during the 
year and should know who makes them and 
where they can be bought. 


If you are using an old edition you do not 
have the best buying records available. Sign 
and mail the coupon now to assure getting 
a copy of the 1926 book before the edition 
is exhausted. 

1976 pages. Standard Catalog size, 
734x105¢ inches. Price $5.00 postpaid. 
SPECIAL APPROVAL OFFER 


As a reader of Domestic Engineering we want you | 
have a copy of this Directory for inspection and approval 
We feel sure when you see the book you will desire to keep 
it. If for any reason you wish to return it after thirty 
days’ free examination, you may do so without obligation 


DOMESTIC ENGINEERING Co. 
1900_ PRAIRIE AVE. CHICAGO, ILL. 














4 i2¢  ) } ( 
ile the smaller operations wh juite often ¢g to the eon ioubl tt N hie 
aller concerns have been low n getting tarted eat act ' Vi 
Despite the competition that Vays result hen de n th tab 
nd is not heavy, wholesale price re holding up fairly hat conditior I t 
ell, and few instances of ittir ) nufacture I As a w t I I 
ed ocalit j vel } ‘ 
Soil Pipe 1u I I 
[wo price levels now prevail in this territor vith pra gene ] I ! 
ally all eastern foundries 214 points above their com tome né t I 
titors from the south Reports from both, however, ar Manuf ire 
at not a great deal of business is being placed, although roduction ant 
nearly all contracts entered at lower figure ire now being t he line f 
mpleted Deliveries are being made wanted in most Many of the m f 
ageag wn pri } 
Steel Pipe price pproximate 
Despite the common belief that considerably I of t1 t 
product had been hipped into thi market than last t p t ‘ 
ear, one large factor finds that its f re f | rst é 
juarter are only about 10 per cent under 19 banner { I 
ear, and that April busine t lat hette than nfir 
ar ago Prices generally re nchange Prompt de I i 
° 
veries are being made Whol ( toch e not ree ‘ 1 
Wrought tron Pipe bbit 
The letting of contract for everal rs iildis 
xpected in the near future Ké mi represe itiy Sanh Pipes 
nfident that order received vill oor how a ib Hi rhe 
tantial increase Price ire holdin it the me level i! ! 
Deliveries are prompt Jobber t } ire dequate but er il K ee ! 
t large f 
Enameled Ware 
A good volume of enameled ware i eing shipped, b Steel Pips 
commodity is al feeling t fe of the k of 
tained buying movement While the greater part « rr nea 
orders from wholesaler continue to be for early Chere f 
iipment, some future busine is bein placed Price irrvit 
ive not changed Jobber tocks are being maintained handled pr 
most cases at minimul working level Wrought Tron Pipe 
Pottery Cond I 
Demand upon the potterie j potty vit ' large i 1 , 
»bbers ordering more than their usual proportion of the d no hea ! 
ire Specials for big building i: illation ontinue to manufactur 4 
most in demand Deliveries of stapl in be! I t 
od time by practically all potteric N p ‘ nee Enameled Ware 
ive been reported | ¢ t t 
Range Boilers ri P t pi 
rhe recent price change have apparent not timulated ne | on the 1 
iying, but shipments against old contracts are still beings have larg« ' 


Wholesale stoc] ire not laree De need 


liveries can be made promptly 


volume 


made in fair 
Pottery 








Plumbers’ Brass Goods Marl t 
There has been little change in the situation in bra demane Pot 
oods, with only fair busine being enjoyed by makers back o1 ! 
Deliveries are being made as needed Wholesale stocks come n with f ‘ : 
re ample Some stiffening is noted in ist goods price present for rep I ‘ 
if, as a whole, the market has not changed have assembled 
Boilers and Radiators ng as necessity ar 
April has been a good month for the manufacturers Plumbers’ Bra Goods 
vho find demand for shipment before May 1 has been very Prices appear st 
ree Prices are firm and unchanged cently sent out 
ist, bra f | \ I 
Y ‘ a ‘ y ‘ y hey ar A ‘ 
NEW ENGLAND quent releas : 
cutting bv either 1 
Cold weather ha lowed business to a considerable buvine in better rm 
extent. Projects that have been figured and on which Range Boilet 
ontracta are ready to be placed have been either held up rhe recently reduced prices | ( ] 
emporarily or placed in such a manner as to permit a and there appears to be a dispo I 
lelay in starting construction , great many new lob to walt nd ef wl ! I ( 
ive already been started, however, and with the great manufacturer l f J | 
mount of work that is being figured there appears to covered at the oid { ' id 








Boilers and Radiators 


April j 











I D " i ¢ 44 4 61 
I 
’ x 
) ‘ ‘ ‘ ‘ e 4 + 
4 A 4 4 d A ) 
fa 
The Old Metal Market 
; : ealers’ Buyir Prices 
I Y I Pe 
d ilve 
' ead, hea 
Sail Dipee 
{ ] ‘ +} 
1) butor 
eonDeypstontgs T stock Mark 
Ly 7 - 
sae Ihe Stock Market 
’ Quotations furnished by Frazier Jelke & Co., Chicago. 
ar , ’ f 
: Quotations of April 1% Bid Asked Las 
Steel Pipe = = 
iy } * 
A 100 1 
{ rni P 4 2 
x ts or ™M 4 i 1 
| | ( 6 
ar t , 8 
knamecled Ware st ( } r 
ft 1 { le q 110 l 
, ‘ I f G 104 1 
, N Mfg. ¢ \ B 4 4 i 
go Nipple M I ‘ 
i ca e ( ’ ( 4 
ned " Niet { pf ( f 
I ' at | & M D 
{ i 
y , , I vare ‘ ' ag & 4 $0 4 
‘ bine can } ibta ! Morse & ( pf A 104 i 
‘ ' , | ond . Manville. I D 138 ) 
{ } 
" , pf F i ) 
Pottery { MI an ( er & Braas ( 1) 14 f 
F ’ ‘ Lead ( A ' i4 ‘ 
! ind Distribut , pt A 
} { H 10 { 
» cancer ads . H 
ae . i enbert ( ( D1 104 { 
; B. & P. Mfg. Cory U 24 
Re RB. & Mfg. Cor ys { 
Plumbers’ Brass Goods i I l 
tor ( B 16 j 
| l itisfa ‘ , Raciator ¢ nf B 6 ) 
I re ing Distributors are 24 { Mfg. ¢ B 224 ) 
| mpt deliveries in be obtained en Mfg. : F 100 105 
f Fos 
! tor Price ure 1 : 
‘ 1 tterier ( 45 i 
I fd ' 05 
Range Boilers . Caat I & I 164 } 
t ‘ ve little ch ‘ t! er. pl pies - 
; \ i 
| t} hy} nd master plumber on ( wil A if i H 
f I iirements and very littl cel ( I 83, 
' Prices to trade el ¢ A] 
{ Radiat ( D 9 
Radiator ( pfd D> 1 
Walworth Compat BE 1 
lhe Metal olf Ml Cap c 
> Tt V/ ‘b t P Wolff Mfg. Cory ( S g 
10 LVECTUL LYLATRE nsdn te — 
| 2 \ e Brass Works, pfd I } 
70 y gstow eet & Tube ( \ ) 71 
*}x ur € 4 st ' ! ‘ 
A—New York St } taburgh Stock 
R_N Yor ( t. le tock 
H Clevela Sti 
)—-Detroit Stock - ti Stock 
Bost tock t —-Unlisted Stocks 

















April 24, 1926 DOMESTIC ENGINEERING 61 





BUILDINGS OF CHARACTER DEMAND 
PLUMBING OF QUALITY 
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American.Traps Were Chosen for the Beautiful 
Miami-Biltmore Hotel, Coral Gables, Florida 


JOBBERS 
Monmouth Plumbing 
Supply Co., In 
Miami, Florida _ 
No. 387 
The Trap Used in the 
Miami-Biltmore Hotel 


PLUMBING CONTRACTORS 
Alexander Orr, Jr. 
Miami, Florida 
ARCHITECTS 
Schultze & Weaver 
New York City 





AMERICAN SANITARY MFG. CO. 
ABINGDON :: :: ILLINOIS 





PLUMBING BRASS GOODS OF QUALITY 


Mention Domestic ENGINEERING when writing advertisers. 
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When piping 
expands and contracts 


When piping expands and contracts, 
a lot depends on the valves. If the 
valves must be replaced every time, 
valuable customers will be annoyed 
at the frequency of repairs. 


You run no such risks when your 
men use genuine Jenkins Valves, 
valves with the extra sturdiness that 
is more than a match for a straining 
pipe 


Good metal, good design, good 
workmanship—these are the rea- 
sons behind the good reputation of 
Jenkins Valves—a reputation cover- 
ing a period of over 60 years. 


JENKINS BROS. 


80 White Street........New York, N. Y. 
524 Atlantic Avenue.... Boston, Mass. 
133 No. Seventh Street . Philadelphia, Pa. 
646 Washington Boulevard. .Chicago, Il. 


JENKINS BROS., LIMITED 
Montreal, Canada London, England 


Alway s marked with the” Diamond” 


enkins Valves 


Sone 1004 














Somerville 
(SB. 1. W.) 


Soil Pipe and 
Fittings 


Cost no more than the 


ordinary kind 
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Legal Decisions 


BINDING CONTRACT NOT TO RE-ENGAGE 
BUSINESS 
Y HERE one contracts to sell real property stand 
W in his name and also to sell the stock of merch; 
dise and the good will of the business previously « 


ducted thereon by him under a partnership name or |} 


firm of which he is a partner, and where he agrees in 
contract not to re-engage in the business for a period of 
time in the town or in the territory that has been served 
by the business, the vendor may be restrained from 1 
engaging in the business in violation of the contract, 1 
gardless of whether the other members of the firm, 
there be a firm, are bound by the contract One who 
sumes to convey the good will of a business, and who } 
agreed not to re-engage in the business within a limited 
territory for a limited time, is precluded from asserting 
his lack of authority as a justification for violating | 
contract Supreme Court of North Dakota, in Hanson 
Wirtz, 204 Northwestern Reporter, 672. 


LAW OF PLACE OF PERFORMANCE GOVERNS 


HIE the decisions are not entirely harmonious, th 
greater weight of authority is to the effect that 


where a promissory note is made in one state, to be per 


formed in another state, it is to be regulated and governed 
by the law of the place of performance, without regard 
to the place at which it was written, dated, or signed 
unless it clearly appears that the parties intended that the 
contract should be governed by the law of the place where 
made. Where two or more parties, residing in different 
states, enter into a contract, it is competent for them to 
select the laws of either state to govern their contract 
When, by the terms of the contract, they have fixed and 
determined upon the place for its performance, ordinarily, 
the la'v of that place will govern, unless a contrary in 
tention is made to appear Supreme Court of Nebraska, 
202 Northwestern Reporter, 877. 


CONTRACTS BETWEEN THE PROMOTERS OF A 
CORPORATION 


CONTRACT entered into between the promoters of a 
A corporation prior to its creation is not enforceable by 
or against the corporation after its organization, unless it 
has in some way effectively adopted the contract as its 
own since it acquired corporate existence. In an action 
between the parties to such promoters’ contract, the cor 
poration, in the absence of such adoption thereof, is not 
a proper party, although the contract may have been made 
for its benefit Supreme Court of Oklahoma, In Cassidy 
v. Rose, 236 Pacific Reporter, 591, 


REFORMATION OF INSTRUMENTS 

HERE an instrument, as reduced to writing by a 
W crivener, omits or contains terms or. stipulations 
eontrary to the common intention of the parties, the in 
strument will be corrected. so a to make it conform to 
their real intent, to the end that the parties be placed as 
they would have stood if the mistake had not occurred 
To justify the reformation of an instrument, failing to 
conform to the agreement of the parties thereto through a 
mutual mistake, the proof should be clear, unequivocal 
and decisive The proof must establish the facts to a 
moral certainty, and take the case out of the range of 
reasonable controversy, but need not be so certain as to 
fo beyond any possibility of controversy.—Supreme Court 


yor 


of Okla., in Cantrell v. O’Neill, 235 Pacific Reporter, 232 
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More Sales 


with 
Hudson 


Portable 
Showers 


@ This is the time to sell 
showers. You ean sell and 





Hudson Portable Shower No. 200 install two or more addi- 
Shower is made of 54” O. D. brass, heavily x ‘ ‘ Pc . . , 
nickel ph tres and 34” pinhacione nee whe { 1¢ nal shi WEES K I evel \ 
tubing. Special coupling to prevent ak ; ; 
blow-off of rubber from = stem. Fur- home by pushing | | WaSOT 
nished with 24” curtain ring, 7)” rain : . 

head, heavy white duck curtain, nickel Py rt at le S| iwers 


plated curtain pins, 5’ highest grade rub- 
ber tubing, nickel plated screws, alu- 
minum bulb connection to bath cock 


1 adjustable cast flanges. ‘ e e 
and adjustab a ang q A big selling item and 


Packed in individual cartons. " 
Your jobber has them. pr yf | { a | yle. 





HUDSON BRASS WORKS, INc. 


16-20 NASSAU ST. 
BROOKLYN, N. Y. 


Our 
) Catalog 














Mention Domestic ENGINEERING when writing advertiset 
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SQUARE 
Malleablelron 


DOMESTIC 





ENGINEERING 


Speculation versus investment 


HEN you take a chance 

with “orphan” fittin’s 
you're flirting with the danger- 
ous and costly possibility of 
leaky fittin’s, “do-it-over- 
again” jobs, inflated labor 
charges and complaints from 
customers. 
With Square “Gee” fittin’s 
you banish these bugaboos. 


Service-abilityis builtrightinto 
Square‘‘Gees.’’Special tapping 
machines, careful finishing 
processes, smooth counter- 
sinking and rigid inspection 
insure 100% fittin’ value. 


It’s a wise plumber merchant 
who says Square “Gees” to 
his jobber’s salesman. 


THE GRABLER MANUFACTURING COMPANY 
Cleveland, Ohio 





Mention Domestic ENGINEERING when writing advertisers, 
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On the Job with Dolan & Olson 


(Continued from Page 27) 


hile on a tour that every time the stopper was removed 
from the wash basin that the water rushed down through 
the trap to the floor, made considerable noise, and then 
left a noticeable odor in the room, which they overcame 
by running a little water slowly into the basin. 

Mark said that he had seen a man syphon gasoline out 
of the tank on his auto to help out another chap that had 
run out of gas, so it was apparent that the boys were 


nformed regarding trap syphonage. Sach of the boys 


had an assortment of short nipples and fittings and they | 


explained how a piece of broken pipe could be removed 
from a line and replaced with pipe and a union. 
They had a couple of old faucets and they knew that one 


new 


was “compression” ard the other “fuller” and they knew 
the kinds of washers required for each. The action of 
the fuller was a bit strange until I explained that it was 
similar to the operation of the motor in an auto. 


THE SELLING IDEA 
the boys had departed I could not help but think 
of what Hank had been saying that same morning and 


now I know that we need more Mikes working and install 
(yes, selling plumbing if you will) with 


A LL IN ALL, it was a most profitable hour, and after | 


ing plumbing 


profits of $32.23 per day instead of Harry putting in the | 
It will mean that | 


whole day and bringing in but $5.76. 
the Boy Scout of today, who is the man of tomorrow, will 
be able to do the work that Harry is doing today, or fail- 
ing that he will bring in his faucets for that free faucet 


repair service, but in any event, it will leave Harry and 


Frank free from the petty service jobs and give them a | 


chance to work in Mike’s class with corresponding profits 
to be split between Me and Hank. 

The boys say that very few of their mates have ever 
tried for the Merit Badges in Plumbing and it occurs to 
me that the Boy Scouts are entitled to the co-operation 
of the master plumbers’ associations. 


Bath” and one “Twenty Basic Principles” in every troop 
of scouts. 

Each local master plumbers’ association should appoint 

one or more examiners and it should be the duty of these 
examiners to appear before each troop at least once each 
year and deliver a talk and answer questions on plumbing. 
In addition to plumbing, they could also speak on gas 
supply, the vital need for proper ventilation of all gas 
burning stoves and heaters, and the dangers from carbon 
monoxide in both the home and the garage. The provi- 
sions of the local plumbing ordinance, board of health 
rules as regards plumbing, and the state housing code 
could also be explained. 
All of which will result in Better Public Relations; it 
will create discussion at the troop meetings; it will incite 
the boys to study and observe and will aid us in the 
securing of the right 
journeymen, masters, jobbers and manufacturers of the 
future. 


It is just possible that our efforts should also be directed 


towards the Girl Scouts or the Camp Fire Girls because 
we all know that most of our plumbing progress is due 
to the fact that the women of today have demanded and 
have secured better plumbing equipment than did the 


women of the past and the women of the future are going | 


Our National Edu- | 
cational Committee might with good grace work in con- | 
junction with the National Council of the Boy Scouts of | 
America and arrange to place at least one “Story of the | 


kind of boys for apprentices, the | 


f 
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Everite Deep Well Pumps are designed 
for use on installations where the 
well is too deep to be reached by the 
ordinary pump. It is an entirely in- 
closed type, with splash system of 


lubrication. The Everite relief valve 
built in--insures against possible 


accident to life and property. 


When installing Everite Pumps, you 
and your customer both benefit. 


They are priced right, and both you 
and the customer benefit. 


They are accurately designed, for hard 
usage, so that there is a mutual 
benefit in Everite. 


Our many years of experience in the 
manufacture of pumps have taught us 
how to make good pumps. Let us 
give you the benefit of our experience 
to help you increase your profits. 


Write us for details. 


EVERITE PUMP & MFG. CO. 


Penna. 


Lancaster 






Deep Well 
Pump Outfit. 


Built in all 
standard sizes. 
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Wt RE pumping requirements demand 
large ipacities and high pressures 
Deming “Triple wer Pumps ean 


418 BScrvice. 


& be de- 


r Pumps are built in 
ga s per hour and 





AUTOMATIC. 
STORAGE 





THE CLEVELAND HEATER CO. - Cleveland 


the quality Water Heater Builders for over 20 years 








200 Gallons Per Hour 


Here is the ideal Electric Water 
System for the average home. It has 

mp capacity of 200 gallons per hour. 
ee de with a 30-gallon galvanized 
tank and a one-sixth H. P. Repulsion 
—Induction motor. Shipped to you 
completely assembled in one crate. 
$125.00 list. 


This Uniflow Pump is a big seller 
It is ruggedly built and guaranteed to 
give satisfaction. Special discount to 
dealers. Write for prices and catalog. 





The Unifiow Pump & Mfg. Co. 
Fifth & Perry Sts. Dayton, Ohie 














KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 


Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 
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| n on keepir t on tep ahead 
: f th pro 
It | rent tha | pu 1 know 
1 W here hut fT il ire | ! nd | ' 
then 
Hiow to repair fa or | tal them o 
repair 
That nk drain b pt tree trom grea 
1 r) tile ewer pi] permit entrance of 1 
it the yint 
That hot water torage tanks should be drained 


ermitted to enter the heating boil 


the 


purpose 


or smoke pipe except through dampers or opet 


ings provided for that 


7—That gas is dangerous and should be run throug 
pipe not rubber hose 

s That gas fume are fatal and should be conducte 
to the outer air 

9-.-That small water leaks through faucets and closet 
make big water bills 

10 And that they hould place their faith in tha 
master plumber who knows his busine who mail 
tail tore with a stock of goods and a complet: 
tool equipment: who employs men who know the 


and who are especially proficient in makin 


who can and will render emergency service 


needed; and who are qualified in ever 


way to erve them regardtl of the size of th 
nstallation 
APRIL MEETING OF CHICAGO OLL BURNER 
ASSOCTATION 
The April meeting of the Chicago Oil Burner Associa 
tion was held in that city on April 13 There is an 
inere I attendance and an increasing interest in all 
pha of oil burning manifest in these meetings where 
many problems relating to oil burning, sales and installa 
tion re ittacked re ilarl One of the association's 
recent achievements, a recommended ordinance covering 
the installation of oil burners, will be published shortly 


in “Domestic Engineering.”’ 
At this 


mber 


received from a number 
of the Ameri 


on April 6, 7 


meeting reports were 


of me on the third annual convention 


can Oil Burner Association, held in Detroit 


and the matter was discussed of making 


hold 


So far as can be 


and &, prepara 
convention in 
the 


the 


tions for the association to its annual 
1927 


next 


Chicago in learned invitation 
to hold the 


vitation that has 


convention in Chieago is only in 


been received by the national association 


T. Bb. Kyle, district manager of the Winslow Boiler & 
Engineering Company of Chicago, and president of the 
Chicago Oil Burner Association, outlined the activities of 
the society and looks forward to the time when the asso 
ciation will number 100 instead of about 50, which is th 
present membership He outlined the activities of th: 
Chicago Oil Burner Association which comprises a stand 
ardization committee, a highly important group from the 
point of view of many oil burner men, which takes up 

iestions of ordinances, tank installations, tank specifica 


tions, ete., a committee on fire investigation which ha 


stopped some of the erroneous propaganda with reference 


to oil burners causing fires, and a membership committe¢ 
and publicity committee, all active in taking advantage 
of every opportunity to make oil burners known to the 
public 


Chicago are 


the 


oil burner 


the 


refrigerators in 


Quite a few of group of 


selling greater numbers as heating 


season falls off, and propose to round out sales in summer 


by this means 
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hard 


enough to thread well 


soft 


enough to prevent cracking 


guaranteed 


for your protection 


«< trademarked 


for easy identification 


advertised 


to increase your business 





































































from_mine to consumer- 
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THE AMERICAN BRASS COMPANY 
GENERAL OFFICES: WATERBURY, CONNECTICUT 
Offices and Agencies in Principal Cities 
Canadian Mill: ANACONDA AMERICAN BRASS LIMITED 
J Ky y Vy Oo 


ANACONDA 
BRASS PIPE 
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The I & M Plant— 4 
Built on a founda- a) 
tion of fair dealing 2 
i= 

4 

4 

; 

3 


* 

Good Will 7 
4 

is the most intangible and, at the same 2 


time, the most valuable asset that any 
business organization can possess, but 

like everything else of value—it 
must be earned. 
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t 
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The steadily increasing demand for 
I & M Plumbing Brass Goods during 
the past thirty-five years proves con- 
clusively that they have earned the 
good will of the plumbing trade by 
exceptional quality. 


You can standardize on I & M Products 
with perfect confidence. They are 
made good to make good. 






Ask Your Jobber. 


The IRELAND & MATTHEWS | 
MEG. CO. 


1500 Beard Ave. : Detroit, Mich. 











REPRESENTATIVES: 
R. C. Wilson, 5 East 42nd St., New York, N. Y. 
R. C. Wilson, 261 Franklin St., Boston, Mass. 
Wm.P.HornCo., Rialto Bldg., San Francisco, Cal. 
Wm. P. Horn Co., Wilcox Bidg., Los Angeles, Cal. 
Wm.P.HornCo.,L.C. Smith Bldg., Seattle, Wash. 
P.C. Abbott Co.,Travelers Bldg., Richmond, Va. 


































No. 12, | & M 1 inch 
Bent Tube Adjustable 
Swivel Trap with, Ex- 
truded nuts. 


Mention Domestic ENGINEERING when writing advertisers. 
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Plumbing Problems Met with 
Every Day 


DOMESTIC 


(Continued from Page 41) 


10, 16 and 2 


26 and 27 are crown-vented. Fig 
4 need to be vented, as in Fig. 1, and 


others. 5 and 6 should be connected double as other pairs 
of lavatories in the same drawing. There are several in- 


stances of wet vents, which seem to us O. K. 
































Erceere| 









he 
mt 























Fig. 12. 
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Fig. 21 


There are 


ly mentioned. 
Fig. 13.—-The meth 
of soil and vent pipes would not probably be followed in 


actual pré 
others w« 


actice. Theu 
yuld be more 


crown-vented. 

Fig. 14.—-8, 9, 15, 
states that the city of Utica allows 6 fixtures having 114- 
inch traps, on a 2-inch stack, to be unvented. Personally 
we do not believe it would be possible to siphon any one of 
these traps, but it is to be noted that it takes three stacks 
to handle the work done in this way, and we wonder 
whether there is much saving in ¢ost after all. 


Fig. 15.— 


layout. 


It certainly i 





no other errors than those previous 


od of running long horizontal lines 


se of stacks more as in Figs. 1, 2 and 
natural. The urinals appear to be 


22 and 23 are unvented. A note 


There is an entire absence of venting on this 


s much simpler to install work, in 


this manner, and we understand that it is good practice in 
several good sized cities and the country round about them. 
Nevertheless, we have to say that we would much prefer to 
take our chances with the vented system, although favor- 
ing simplification in the venting as far as is consistent 


with safe 


ty. 


Fig. 16.—20 and 3 











Fig. 23 


0 are crown-vented. It is a good 























Fig. 24 


plan to flush the soda fountain drip sink with the drinking 
fountain waste. Thed 

Fig. 17.—-The chief 
and there are several interesting points concerning it. In 


our estimation, group 12 is not vented, inasmuch as the 


rinking fountains should be trapped. 
difficulty here is with the venting, 
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The CURTIN 
All-White 
CLOSET LEVER 


with its neat all-china handle is a handsome 
anc& durable fitting designed especially for 
the all-white bathroom. Made of com- 
position castings, with no stamped parts, 
it is exceptionally strong and is always in 
perfect alignment. The CURTIN AIll- 
White Lever needs no washers or plates, 
is double acting and never works loose. 


Ask Your Jobber For 
Curtin Tank Fittings 


A. F. CURTIN VALVE CO. 
MEDFORD :: MASSACHUSETTS 


CLErTIN| 


pu = “U, 
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Model No.2 
Red Top 
Relief 
Valve 

For Hot 
Water 

Heating 

Systems 








An approved system— 


The Red Top Rellef Valve Model No. 2, as well as Model No. 1, 
is approved by the Underwriters Laboratories and state and muni 
ipal boards of boiler and water inspection Its positive reliable 
action is the reason. 

The tank-in-basement system of hot water heating with Model 
No. 2 used as a base meets with nation-wide approval, as the letter 
of many plumbing and heating contractors, and an increasing 
number of users show 

In addition to insuring protection against boiler explosions, this 
system makes a dollar and cents appeal to owner and plumbing 
contractor alike 


Write for new Tank-in-Basement Heating System booklet 


NEPTUNE METER COMPANY 
50 BE. 42nd STREET, NEW YORK CITY, N. Y. 
Branch Offices in Principal Cities 


Red fop Kelie? Valve 
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p vent cannot deliver a supply of air anywhere near the Fig. 20 11 and 25 are crown-vented. The work 
vn f three tray For a like reason, 2, 8, 15, 23 well done 
ind re not actually vented by the pipe that fs supposed Fig. 21 Each drinking fountain should be separat: 
ent ther Apparently 21, 22 and 23 are supposed to trapped The urinals and 9 are crown-vented. 28 ver 
' vented by the one vent, but we maintain that not one hould not connect together below the top of the fixtur 
f the three fixtures is vented. The vent connection is on More effort should be put into the drawing. What is wor 
the wror le of the trap for 22, and this same trap pre doing at all is worth doing as well as one knows how 
nts the pipe from acting as a vent for 21 The two 31 Fig. 22 25, 26 and 20 are crown-vented. 11 and 
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Fig. 25 Fig. 26 
fixture ire correctly loop-vented, but this is entirely dif vents should rise above the highest fixture in the grou; 
ferent from 1 6 is not vented as the upposed vent Fig. 23 A study of this drawing will show a layout 
brir tir in ¢ i wrong side of the trap It will pay much different from anything we are commonly accu 
iImost anyot tudy these several venting feature as tomed to The city of Vancouver has a plumbing cod 
{ re. ually interesting and instructive which in its venting requirements especially varie 
I 1s Phe 12 tixture should not connect to the heel greatly from the orthodox methods generally followed 
f the closet bend crown-vented What is to pre Many things seem good about it. It has always seemed t 
ent tl nsir tank from being constantly drained? us that while it simplified the venting system, it seemed t: 
The trap on tl tank should be vented use a considerable amount of vertical piping, and we 
I 1” he drinking fountair hould be vented 11 would like to know whether in the opinion of those using 
nd 25 appear to be crown-vented the system, what is gained in one way in the lessening of 
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By refinement in design 

which eliminated 
complicated mecha- 
nism and cumber- 


—$_——_-___ 4} 


some appearance, 
then improved all es- 
sential factors- G-E 
engineers have pro- 
duced the outstand- 
ing pump motor for 
youreverynced. Here 


is the RSA. 


Type RSA Single 
Phase repulsion § in- 
duction motor—sizes 
Vy, 4.%,'2,%, l h.p. 

















What Builds Your Business? 


Every time you install an electric pumping system it 
means a profit. Then, if you have installed a depend- 
able pump and motor your profits do not slip away 
through service costs. 


But the most important basis upon which to build your 
business is the customer satisfaction on each job which 
brings others to you. 


The G-E Type RSA pump motor will build business 
















¢ . for you because it delivers results the day you start the 
ump, and it keeps on giving satisfaction for years to 
G-E Motorized Power Ae P § § y 


for pumping is more 
than a motor—it is a 
practical and econom- 
ical application of 
electric power. “Built- 
in” or connected to 
pumps, it provides last- 
ing assurance that you 
have purchased the 
best. 

Specify G-E Type RSA 
motors. The pump 


The same technical skill and practical knowledge which 
have made G-E Motorized Power the nation’s standard, 
are available to you through your pump manufacturer. 
He is backed by General Electric in properly applying. 
the RSA motor to your needs—and General 
Electric is here today and tomorrow to see to 
it that such is the case. 
manufacturers will co- 


een MOTORIZED POWER 
gineers in taking care ~for Pumping 


| of your needs. 


GENERAL ELECTRIC 


FRACTIONAL HORSE POWER MOTOR SALES DEPARTMENT, FORT WAYNE, INDIANA 
8 RCRA PR iNET CR AN eA 
Mention 
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The Duro Red Book gives 


DURO s 


¥ 
we vege 


REDUCTIONS, sweeping reductions in pumps, complete systems, tanks, 
accessories -ALL DOWN THE LINE. 


DURO’S already low prices—now greatly lowered will be the talk of the 
trade by the time you read this. Here’s just an inkling of what has 
happened —a ‘‘World Famous’? Duro 200 Gallon Per Hour Pump for 
$79.50 RETAIL OR LIST PRICE f. o. b. Dayton — Think of it! 


Have you quoted any pump jobs recently?) Any pumps now on order? 
Any coming up? If so, GET THE NEW DURO RED BOOK. It tells the 
whole story in detail. 


The Duro Dealer is now in a unique position. No one can underbid him. 
No one has lower prices. No one can surpass Guaranteed Duro Quality 
which has made Duro Pumps and Systems the WORLD'S LARGEST 
SELLERS. 


Low pump speeds have been lowered still more. Pump efficiency is in- 
increased. Capacities are greater—but GET THE NEW DURO RED 
BOOK-—it explains everything. Write for it—wire for it—get it—quickly. 


THE DURO COMPANY 
1104 Monument Ave. - - - Dayton, Ohio 
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ystems 
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cost, is lost in this other way This is a fine example of 


the use of wet vents. Our opinion would be that the drink- 


ine fountains should be vented. 
Watch for some exceedingly interesting Plumbing Prob- 
ems in future issues of “Domestic Engineering.” 
\1G. 24.—-The special drinking fountain drip sink is 
} crown-vented. The work is well done. 
9 


Fig. 25.—9 and 22 have notrap. There are a number 
f wet vents which seem to us O. K 


19 and one of the 31 group have wastes that are too long 


, except that one of the 
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Fig. 20 Fig. 30 


and flat. How much better it would be to give the 19 fix- 
ture a double connection. 

Fig. 26.—A note accompanying this drawing calls at- 
tention to the fact that except where pairs of fixtures are 


back to back, the double connection is not so desirable as 


The urinals show no traps. 


the single connection, as the elbow that would need to be 
used, would make the connection difficult to clear in the 
event of stoppage, but because nothing but clear water 
passes from the drinking fountain, double connections are 
not subject to the same difficulty in the case of that fixture 
This position is well taken, and, the point is of such in- 
terest that we intend to elaborate on it in one of our reg- 
ular articles. In the meantime, we should be glad to have 
opinions expressed. 

Fig. 27.—2 should not connect to the vent stack. We do 
not advocate the connection of wastes into closet bends, es- 
When special side inlets are used, 
the practice is excellent however. The fixtures in groups 
12, 19 and 31 should each be separately trapped. 

Fig. 28. 


pecially into the heel. 


A note accompanying this drawing criticizes 
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31 Fig. 32 


the omission of vents on certain top floor fixtures on the 
basis of the possibility that at some future time fixtures 
may perhaps be installed above. it, this 
might happen once, where it would not happen in the other 


ninety-nine cases, and it would seem needless to incur the 


As we look at 


expense of venting the ninety-nine for the sake of the sav- 
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Fewer 
Service 


Calls 


—on Heating 
Plant 
Installations 
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Builders of new homes especially are critical 
The 
heating systems you install will give better 
satisfaction if they are automatically con- 
trolled—with the Minneapolis Heat Regu- 


judges of heating plant operation. 


lator. Fewer service calls—more real profit. 
Two profits instead of one when you sell 


the job complete. 


Minneapolis Model 77, with 7-jewel, 8-day 
clock is the highest type of automatic 
heat control device. Simple construction 
of proved dependability. Model 77 Clock 
is a precision-built time-piece with Com- 
pensating balance, Breguet hair spring, 
heavier plates, highly polished pinions and 
pivots—factors even more important than 
jeweled construction. Completely built in 
the Minneapolis plant. Write for catalog. 


MINNEAPOLIS HEAT REGULATOR CO. 


Established 1885 


2801 Fourth Ave., So. Minneapolis, Minn. 


INNEAPOLIS” 
HEAT REGULATOR 


°T COAL~GAS— OIL 
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Ordergyour 


Genuine 
Armstrong 


Tools 


from* him. 
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or 


He stocks these 
goods to save you 
time and trouble. 


Take advantage of 
this opportunity 
and buy direct 
from him. : 





The Armstrong 
Mfg. Co. 
284 Knowlton St. 
Bridgeport, 


New York Office 
101 Lafayette Strcet 


Conn. 
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other However, this and 

ints are of interest, and we will take them up in 
ular article at an early date The point is also raise 
we have little to say in our criticisms of the lack of 
outs We realize the truth of this, and that it woul 


ood thing to do However, when we have so many 


nes to handle, we have to try every possible w 
conomize space nd we have omitted most refere 
ro 
kr He 
GI i} 








just as we have omitted show 


ir this reason 


cleanouts fe 
sizes of pipes because we have to reduce the drawing 
such small scale the sizes would scarcely show 

Fig. 29 We do not understand 


connections for 26, 


{0 is not trapped. 
charges into the vent for 31, which is wrong. The soi 
tensions for 13 and 20 should rise above the fixtures bet 
connecting into the main vent stack. 
Fig. 30 
Fig. 31 


should be vented a 


No criticism to make. 


30 has no vents 


hould be vented 


Fig. 32 


No further criticism 


Fig. 23 %, 20 and 22 are crown-vented. The venting 


pa, 
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Fig. 35 Fig. 36 


for 30 seems to be wrong 26 is not vented. The vents 
7 and 28 should connect together above 19. 
Fig. 34 No than that 


made 


further criticism 


Fig. 35.--Apparently there are eight 


through the roof too many 


5 and 6 should not pass separately through 


nt 
roof, but should connect into a nearby vent extension 
will be noted that the plumbing is tied together entir 
icross the whole system, and while there can be no ¢1 
sm from a sanitary standpoint, it would hardly work 


that way in actual practice. 


Fig. 36 This is well thought out, with no further « 
CIsi 
( nq to la f spa nly 36 drawings are ing pu 
; 1 ¢? Ml ’ will r ; n by mail 


but apparently the soda fountain 4 


11 and 17 in our opinio 
s much as 25 should. 12, 18, 13 and 2 











previou 


pipes passi 
To rectify this, the vents 
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\Vlichigan Endorses Permanent 
Office 
(Continued from Page 44) 


e said that during his many years of service with master 
umbers he had always repeated his strong belief in 
roper and ethical business practices, feeling that honesty 
d square dealing would accomplish the best results 
nce entering the manufacturing end of the business, Mr 
oolley outlined that his opinions were unchanged 

The resolution to “Make a Wholesaler a Wholesaler,” 
vhich he had helped to draft, did not go far enough, since 
e felt that it should include a provision to ‘‘Make a 
waler a Dealer.”’” In the same way the manufacturer 
hould confine his efforts to manufacturing. He felt this 
vas necessary since some contractors are trying to take 


the easiest way of getting and handling work, and ar 


encouraging by their actions those manufacturers or job 


bers who are not inclined to follow accepted trade prac 
tices. He felt that a contractor who was willing to break 
this principle today to win a temporary advantage, would 
lose money in the long run Mr. Woolley emphasized 
that the National Association of Master Plumbers was an 
organization of great power and strength, which accom 
plished much for its members 


Seward Best, of Quincey, Ill., past president of the Illi 





Ladies attending the annual convention of the Michigan 


nois state association, talked to the Michigan contractor 
on the Illinois code, and recommended that the Michigan 
society in taking up the question of a state code, work 
through the department of health rather than endeavoring 
to handle the legislative question alone. 

The final reports showed 390 in attendance at the con 
vention, including 256 members and non-members, 56 
supply men, 23 guests and 55 ladies, At the convention, 
announcement was made that the Benton Harbor and St 
Joseph contractors had formed a new local, largely as the 
result of the work of W. A. Johnson, new state secretary 


THE LADIES AND ENTERTAINMENTS 

“MHE wives of the Kalamazoo contractors were active 
| in their efforts to entertain generously the visiting 
ladies. A cordial expression of acknowledgment for the 
success of these entertainment efforts was made by all of 
the visiting ladies During the two day meeting, the 
ladies were entertained by a theater party and a sight 
seeing trip, concluding, on the last day, with a luncheon 
given by courtesy of the National Water Lift Co., with 
Mrs. R. J. Fairchild, wife of the president of this company 
as hostess This luncheon was well attended and was 


thoroughly enjoved by the visiting ladies. At the meeting, 


NGINEERING i) 


Mrs. Hazel Nawrot, secretary of the Detroit auxiliary, wa 
asked to talk upon auxiliary activitie and methods of 
Efforts are being made by the Kalamazoo 
Nawrot's talk 


was helpful to them in their organization efforts The 


organization 


ladies to form an auxiliary, so that Mrs 


luncheon was followed by a musicale and reading program 

On Tuesday evening the annual banquet was held in 
the New Burdick Hotel ballroom where a fine dinner was 
served, more than four hundred being in attendance J 
C. Wall, Jr 


toastmaster, and an elaborate program of music and enter 


president of the Kalamazoo association, wa 


tainment was enjoved by everyone fortunate enough 


be in attendance The affair closed with dancing 

On Wednesday noon the delegates and -guest ittended 
a luncheon at the Kalamazoo Pottery Company plant 
the luncheon being furnished by the Kalamazoo Master 


Plumbers’ Association 


EXHIBITORS AND SUPPLY MEN AT THI 


CONVENTION 


PANHE supply fraternity wa well represented t the 
convention and the many. interestin exhibit a 


tracted much deserved attention from both delegate ul 
Pnuests 

Republic Brass Co Cleveland, Ohio, exhibited it 
illuminated display board and built-in bath fixture Th 


exhibit was in charge of J. B. Stewart 





Association of Plumbing and Heating Dealers at Kalamazoo 


Murruy W. Sales & Co., Detroit. Mich., exhibited the 
“Sales Own” closet combination and tank trimming 
The booth was in charge of Fred A. Schossow, Harvey 
Auger, Lawrence Beisdale, Dan J. Dailey and Charl 


Darwin 


EverHot Heater Co., of Detroit, Mich., maintained an 


artistically illuminated exhibit of KverHot heater rhe 
company was represented at the exhibition by BE. E. Led 
better, vice-president and general sales manager R. E 


Thomas, manager of the Detroit branch, and H. F, Bruder, 


sales representative 


Bennett Brass Co., of Greenville, Mich., displayed it 


line of brass goods J. R. Richmond and J. F. Siefen 


were present 


Vaile-Kimes Co., of Dayton, Ohio howed pumping 


equipment and water softeners, in charge of E. C. Reyn 
olds and J. B 


The National Water Lift Co., of Kalamazoo, Mich., had 


Riley 
a working demonstration of it water supply system 
R. J. Fairchilds, president, was in charge 

Piatt Water Heater Co., of Lansing, Mich., showed its 
Howard I. Piatt, see 


retary-treasurer and manager, and F. E. Cooley, 


gas and oil burning water heaters 
assistant 


manager, were in attendance 
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“‘They Keep a-Running’”’ 


1 Horse Power Century Repulsion-Start 


_— Induction Single-Phase Motor a 


No Special Starting Fuses 
Required 


Because of the low starting current of Century 
Repulsion-start Induction Single-phase Motors, 
fuses which are small enough to protect the 
motor while running are generally large 
enough to effect a start. This means:— 


1 No special starting fuses required. 


2 Any type of standard approved single- 
throw switch may be used for starting. 


3 No skilled operators, manual controls or 
current limiting devices necessary. 


4 All automatic or remote control require- 
ments are fully met. 


5 Complete protection against excessive 
current is assured at all times. 


Note The Century Wool-yarn System of Lubrication—which 
assures at least one year’s continuous 24-hour-per-day operation 
without reoiling—is standard on all Century Repulsion-start 
Induction Single-phase Motors in one horse power and smaller 
sizes. Starting torque is not less than 300° of full load torque. 
Starting current is not more than 260°% of full load current. 


Century Repulsion-start Induction Single-phase Motors are 
duilt in all standard sizes from ‘4 to 40 horse power, and they 
will at least meet all test specifications of the A. I. E. E. and 
Electric Power Club. Temperature rise not more than 40 
Centigrade 


CENTURY ELECTRIC COMPANY 
1806 Pine Street St. Louis, Mo. 


29 Stock Points in the United States 
and More Than 50 Outside Thereof 
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Kalamazoo Sanitary Mfg. Co., of Kalamazoo, M 
exhibited its line of pottery. E. V. Brigham, vice-; 
dent and general manager; Cliff Thompson, sales 
ager, and L. A. Westerberg, sales representative, 
present 

William Heap & Sons, Grand Haven, Mich., had it 
of closet seats on exhibition. L. C. LaFleur was the 
pany’s representative in the booth. 

Crane Co., Chicago, displayed, through its Grand | 


ids branch, water softeners, electric pumping units d 
gas water heaters Ed. DeYoung, H. DeBoer, C. R 
Taylor and G. H. Leopold, all of Grand Rapids, d 


W. E. Warner, J. A. Armstrong, V. L. Duffy and R. P 
Vance, all from the Detroit office, were present. 

Greenwood Mfg. Co., of Detroit, Mich., exhibited its line 
of cast iron drains and specialties. Norman Boosey and 
L. N. Boosey were present throughout the meeting. 

Wolverine Brass Works, Grand Rapids, Mich., arranged 
a display of brass goods in an illuminated case. Built-in 
bath fixtures were given a prominent location in the dis 
play. L. Cornelius, Otto G. Jentsch, Leon Goodspeed 
and P. H. Lambourne were in attendance. 

The National Trade Extension Bureau, of Evansville, 
Ind., displayed educational matter. William G. Bergner 
manager of the bureau, was present. 

Mueller Co., of Decatur, Ill., exhibited samples of its 
brass goods, mounted on display boards, in charge of 
W. F. Aaron, manager of the Michigan branch, and R. M 
Friend, assistant. 

John Wood Manufacturing Co., of Conshohocken, Pa., 
showed range boilers and water heaters. P. G. Ford and 
Norman Kieson were in attendance. 

The Duriron Co., of Dayton, Ohio, displayed its acid 
proof drainage fittings. M. W. Smith, sales manager, and 


T. C. Corin, Michigan representative, were in attendance 


at the booth 
Humphrey Co., of Kalamazoo, Mich., exhibited its line 


| of gas water heaters in a very attractive manner. The 


following representatives were present: Frank A. Lemke, 
H. D. Smith, J. Ashworth, L. Spear, M. D. Ogden and 
M. J. Burch. 

The Duro Pump & Mfg. Co., of Dayton, Ohio, had a dis 
play of its water softeners and electric driven pumping 
units. The booth was presided over by R. B. Powers 
George Shaffer and Fred Hewitt. 

American Brass Co., of Waterbury, Conn., exhibited 
its brass pipe. H. G. Wallis was in charge. 

Stark Pump Co., of Detroit, Mich., showed a working 
exhibit of its automatic electric cellar drainer. F. W 
LaChapelle was in charge. 

Ideal Specialty Co., of Kalamazoo, displayed its line of 
brass ferrules. Peter Schuer presided over the booth. 

Among other sales representatives present were: 

Gail Freeman and J. H. Gavin, of Chicago Faucet Co., 
Chicago; F. P. Murphy, manufacturers’ agent, Cleveland, 
Ohio; Chas. O. Lippy, Thomas Maddock’s Sons Co., Tren 
ton, N. J.; Thomas C. Hunter and Frank F. Cooper, 
Standard Sanitary Mfg. Co., Grand Rapids branch; R. Ed 
Moore and F. D. Cooper, Excelso Specialty Works, Inc 
Buffalo, N. Y.; William G. Boales, Hoffman Specialty Co., 
New York City, N. Y.; W. J. Carroll, Grand Rapids branch 
manager. of Kewanee Boiler Co., Kewanee, IIl.; and T. J 
Gerber, general manager of Charles A. Miller Co., Sturgi 
Mich. 

7 = - 


A splendid address was made by A. R. Herske, secretar 
of the Heating and Piping Contractors’ Cleveland, Ohi 
Association, on the subject of obtaining business in whic! 
there is a profit. An excerpt of this address will be pub 
lished in next week’s issue of ‘Domestic Engineering.’ 
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CALIFORNIA PLANNING BANNER CONVENTION 
he John L. E. Firmin convention, the twenty-fifth an 
nual convention of the State Association of Master Plumb- 
ers of California, will be held at the Biltmore Hotel, Los 
Angeles, on May 17th, 18th and 19th. The convention this 
year will be known as the John L. E. Firmin convention in 
honor of Mr. Firmin who, during the past year, has retired 
from the position of secretary, which he had filled with 
such ability for many years, Henceforth Mr. Firmin will 
be known as Secretary Emeritus of the state association. 
All arrangements for the event have been in charge of 
committeemen selected from among the master plumbers 


of Los Angeles, who have performed their duties under the | 


general supervision of General Chairman John Hokom of 
Los Angeles. These committees follow: Finance com- 
mittee: W. D. Melville, John Hokom, Thomas Haverty.— 


ENGINEERING 


Hotel committee: Thomas Haverty, chairman.—-Automo- 
! 


bile committee: L. Z. Brown, chairman.—-Card Party 
committee: Charles R. Hutton, chairman,—Entertain- 


ment committee: CC. G. Sutton, chairman, and Thomas 
Haverty, Frank Jay, F. C. Schilling, L. Z. Brown, Vincent 
Guercio, E. R. Wright, Charles R. Hutton and W. S. Good- 
rich.—Dinner Dance committee: E. R. Wright, Thomas 
Haverty and F. C. Schilling. 





The convention headquarters will be at the Biltmore 


Hotel, and the following general program for the associa- 
tion meetings, the social functions and the general enter- 
tainment features follows: 


Monday, May 17, 10926 
00 A.M. Convention Called to Order—-Fraternal greeting 
and welcome by General Chairman John 
Hokom. 
Song—America. 
Invocation—Rt. Reverand W. Bertram Stevens, 
Bishop Coadjutor Diocese of Los Angeles. 
General Chairman John Hokom introduces State 
President Charles M. Swinnerton. 
Address of Welcome, by Hon. George E. Cryer, 
Mayor of Los Angeles. 
Adjournment to 2 P. M., when regular business 
will be resumed. 
2:00 P.M. Auto Drive to leave Hotel Biltmore, for ladies. 
(00 P.M. Theatre Party for delegates and their ladies— 
Grauman’'s Egyptian Theatre, Hollywood. 
Tuesday, May 18, 1926 
00 A.M. Convention called to order in regular session 


a 


Addresses by prominent speakers. 
Regular order of business proceeded with, sub 
ject to adjournment. 
2:00 P.M. Convention called to order. Susiness proceeded 
with, subject to adjournment. 
12:30 P.M. Luncheon and Musicale for Ladies at Hotel Bilt- 
more. Mrs. John Hokom in charge. Mrs. 
Chas. H. Turton, President L. A. Ladies Auxil- 
jary, Chairman. 


on 


tion Hall, 1832 South Hope Street 
Wednesday, May 19, 1926 
10:00 A.M. Convention called to order. Business continued, 
subject to adjournment sine die. 
00 P.M. Closing Sessions of Convention, subject to ad- 
journment sine die. 
6:30 P.M. Dinner Dance, Formal, Biltmore Hotel Ballroom. 
Thursday, May 20, 1926 
7:00 A.M. Golf Tournament-—Hollywood Country Club, W. 
S. Goodrich in charge. 
30 P.M. Forty-Mile Auto Drive to Beaches—-Lawrence 
Stauffler in charge. 

As respects the spirit which will animate the formal 
deliberations of the state convention sessions, President 
of the State Association C. M. Swinnerton has the fol 
lowing to say in an address which he has issued to the mas- 
ter plumbers of the state: 

“As the years progress, our methods of transacting 
business seem to continually change, One year the out- 


00 P.M. Grand Card Party in Master Plumbers’ Associa- | 








THE INCOMPARABLE 
NIEDECKEN 
SHOWERS 


PATENTED 


Are Giving 
Satisfactory Service 
In The Largest 
Shower Installations 
In The World 


Write for Bulletin D-10X 


HorrMaNn & Bittincs Merc. Co. 
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6 99 No Bolt, No Ring 
The O D S Interlocking 
Tripod Adjustable Boiler Stand 


a 


4/ 














Fig. J-49-A 





This stand is adjustable to suit 11 '4-in., |2-in., 13-in. 
and 14-in. range boilers. Can be taken apart and re- 
assembled in a few seconds. The legs are inter-change- 
able and it is therefore impossible to make a mistake 
or lose time putting one together. Rigid and upright 
exceptionally strong. Made of only the finest grade 
iron, smooth and clean. 

The “O D S” Tripod Stand is erected without any 
bolts or ring whatever. The legs interlocking with 
each other form a complete and most rigid stand. 
The “O D S" is the simplest Tripod stand on the mar- 
ket, and one with the least number of parts. 
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“GOLD NUGGET” 


BRASS FERRULES 


The manufacture of quality brase 
ferrules a « specialty wite us. If 
you want togive your trade high 
qrade.accurately made and aicely 
finished goods etandardizeon the 
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RICHMOND 


Foundry &Manutacturing Co. 
RICHMOND, VIRGINIA 








M. J. FREDERICK & BRO. 
Baltimore Plumbers 

Say: 

“We hereby endorse the 

EverHot Heater because 

of the satisfaction it has 

given our customers.” 


139 
* LyerHot Weater Co. 


Detroit, Michigan 











Why Classic Leads 


It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 


sive features, including 
adjustable arms. But 
most of all, because it is a 


Chicago Faucet, and that 





means there's no higher 
quality 


CHICAGO 
FAUCETS 


The Chicago Faucet Co. 
2700-22 N. Crawford Ave 
Chicago, Hlinocis 
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standing needs seemed to point to a closer and m« om 
prehensive organization the next to more co-opera be 
tween all elements in the craft-—again, to some sing! mea- 
sure as a relief to some burdensome problems, and on 
And this year has produced not only in California t in 
all State Associations throughout these United Stat and 
in our National Association, the imperative neces. ‘y of 
business education among our craftsmen as a basis r all 
our future efforts and success. It is simply wastin: tim: 
to advise a man to conduct his business along certai: lines 
unless he has the necessary education to put into practice 
those attributes which are essential to his success What 
we have learned in past years is simply an aid to cur be 
coming better posted and better qualified to transa:t our 
business, and if we will profit by these essentials in taking 
advantage of the opportunities held out to us by our State 
Association, the future will produce much of benefit ‘o our 
entire membership 

‘The program of the Convention will contain muc|: that 
will be valuable along these lines and you will be amply 
repaid for your attendance. A representative of the Trade 
Extension Bureau will address us, and a moving picture ex 
position of the work of the Committee on Standardiza 
tion of the National Association will be a feature. This, in 
itself, will be very educational.”’ 

Preparatory to the convention, Secretary Bruce Clark is 
busily engaged in constructive work getting the associa 
tion membership into shape to stage the best convention in 
the history of the association. The program for the con 
vention, largely the work of John Hokom, of the John 
Hokom Co., 4312 Moneta avenue, Los Angeles, chairman 








MYERS DIRECT WATER SYSTEMS 


For Shallow or Deep Wells and Cisterns 


Equipment inc ludes pump, 
air chamber motor, belt 
automatic gauges 
and valves, and all fittings 
mounted on plank ready to 
connect up with power and 
water lines 


switch, 


+ SELF-OMING Ne 
worn yes 
ont Does not require a storage 
tank. Pumps fresh water 
direct from well to faucets 
Automatically controlled 
without waste of power or 
water. Ample capacity for 
home farm purposes 
Other styles and sizes for 
homes, farms, public and 
Catalog. information and prices on request 


The F. E. MYERS & BRO. Co. 
ASHLAND, OHIO 
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or 


private institucions 








of the program committee, 
109 


and of Charles M. Swinnerton 


Fast Broadway, Los Angeles, president of the stat: 
issociation, is about completed and will be announced for 
publication within a week. 

Secretary Clark is spending the major portion of his 
‘ime in the fleld working with local plumbing organiza 





tions and is increasing the membership rapidly, especially 
in Southern California He says that between now and 
the dates for the convention he will have the applications 
of more than fifty master plumbers of reputation and 
standing who heretofore have not been members of the 
association 
Three subjects of major interest to master plumbers will 
occupy prominent positions on the convention program 
They are Business managers for local associations, book 
keeping schools and salesmanship classes. 
LOS ANGELES ASSOCIATION DIVIDED INTO 
NEIGHBORHOOD CLUBS 
Sometime ago many master plumbers of Los Angeles 


and its vicinity decided to organize themselves into neigh 
borhood or The men who proposed 
plan were convinced that if the plumbers in every neigh 
borhood talked 
one another, 


groups clubs. thi 


got together occasionally, 
frank with 
to introduce better 


Therefore, 


over their 
it 
conditions in the industry 
the club plan was adopted. 


troubles, and would be 


would 
be possible 
Up to this time 
eleven community clubs have been formed in Los Angeles 
and its environs, which are federated into one |: 


The clubs are named and officered as follows 


ree 


association 


Hollywood Club: Charles H. Perry, president; R= N 
Willard, secretary. 

West Side Club: E. A. Rowland, president; Georg: F 
Augustine, secretary. 

Southwest Club: J. A. Waldorf, president: James H 
West, secretary. 

Southeast Club: F. S. Schmitz, president; J. T. Bouldin 


secretary. 
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last Side Club: R. S. Roberts, president: J. D. Ro 

retary. 

Northeast Club 5S. M. Ives, president William H 
ecretary 

Hluntington Park Club Ek. PD. Luther, president \ 

Drury, secretary 


Gliendale Club Wiliiam Griffin, secretary 


San Pedro Club Herman Feltz, secretary 


Long Beach Club: Clyde Hickman, secretary 
Palms-Culver City Club: William Yaehrling, president 
ito Jackson, secretary 

Federation of Community Clubs L. J. Wright, presi 
nt 

All of these clubs are now functioning Out of then 
ve grown the six schools which have been organized in 


Angeles to teach the master plumbers the principl 


bookkeep'ng, cost accounting and overhead figuring 
» far this is the net result of the good they have accon 
ished aside from what they may have gained by becor 


,r better acquainted with one another 


ALLENTOWN MASTER PLUMBERS HEAR TALKS ON 
ADVERTISING 

Pa., master 

talks on the making of pottery at 

April 16th 

the Lehigh Valley Supply Co. of Allentown 


Allentown, plumbers were entertained by 
a meeting held in that 
the of 


Speeches were 


city Friday evening, under auspices 
made by M. W. Lansing, advertising manager of the Tren 
ton Potteries Co., and F. C. Allen 
the Mr. Lansing 


ertising during his talk 


Philadelphia manage) 


tor same company tlso discussed ad 


Matthew F. Donohue Called by Death 


Matthew F. Donohue, for many years’ prominent 
throughout Westchester County, New York, both in the 
plumbing and heating industry as a contractor and in 
politics, died recently at his home in Mount Vernon, N. Y 
after suffering with nephritis for about two and a half 
months. Mr. Donohue was in hi 19th year He was 
thrice elected to the office of County Supervisor and held 
other public offices in Mount Vernon At his death the 
flag on the City Hall was lowered to half mast Mr. Dono- 
hue was affiliated with many organizations and news of 
his death was received by hundreds of his friends and 
former colleagues with expressions of great sorrow 





Beoth of Marshall-Wells Co., Duluth, Minn., at the 
Show recently held in that city 
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WUESTHOFF 


China Spout 


and 


Ever-Dry Soap Dish 


is one of those innovations that 
always make people say,“Why didn’t 
someone think of that before?” 


Instead of the old time soap dishes 
full of “gooey” soap drippings, this 
one is always clean and dry because 
it automatically drains through the 
spout. 


Good to look at, convenient and 
sanitary to use, unaffected by sudden 
changes of water temperature, the 
WUESTHOFF CHINA SPOUT 
AND EVER-DRY SOAP DISH 
will sell fast and stay sold. 





| Write Today 


-M. W. WUESTHOFF CO. 


Vitreous China Plumbing 
Specialties 





ay 


786 Harrison St. 
os 


San Francisco, Calif. 
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Exhibits at the Oil Burning Convention 
HE THIRD annual convention of the American Oil 
Burner Association, held at Detroit, Mich., April 6, 
7 and &, owed its large attendance to a great extent 

to the number and attractiveness of the exhibits in the 
two exposition halls which were provided at the Book- 
Cadillac Hotel \ number of oil burner manufacturers 
and makers of accessory equipment, who had exhibits at 
this convention, exhibited their products at the first and 
second conventions and believed that they derived a great 
leal of benefit from showing their products in this man- 
ner Some of these manufacturers are now planning to 
double their space at the convention of 1927, which may 
be held in Chicago 

The exhibitors at the 1926 Oil Burner Convention were 
as follows: 

Wayne Tank & Pump Company, Fort Wayne, Ind., show- 


ing their oil burner 


Rockfinder & Cass, Chicago, water heater and incinerator 
Monitor Boiler Co., Philadelphia, Pa., a fine exhibit of their 
per coil burner particularly adapted to oil burning 


American Machine & Foundry Co., Brooklyn, N. Y., showing 
rect cont ted pumps that are adapted to pumping all kinds 


J W. Havs Corporation, Michigan City, Ind., draft gauges, 
Detroit, Michigan, oil 


Tite-Flex Metal Hose Co., Newark, N. J., an exhibit of their 


» metal hose. 


‘ ¢ 
Leader Iron Worl Decatur, Illinois, exhibit of tanks and 
fuel economizers 
Honeywell Heating Specialties Co., Wabash, Ind., an exhibit 
the heating specialties featuring their various oil burner 
ntrols 
Northern Machinery Co., Minneapolis, Minn., an exhibit of 
their natural draft vaporizing burner equipped with electrical 


Bathroom 


In the SNO-WITE Line of Genuine 
Porcelain Enameled Bathroom 
Trimmings you will find a*pattern to 
please every taste and each piece is 
sold with a written, ten-year guaran- 
tee against chipping or discoloration. 


Every 
One 


Guaranteed 


CDI 
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Waterman-Waterbury Co, Minneapolis, Minn., a fu 
idapted to oil burners. 
May Oil Burner Corp., Baltimore, Md., an exhibit of oil 


ers and controls, featuring their method of measuring t - 
as well as oil 

Sharpsville Boiler Works, Sharpsville, Pa., an exhibit 1 

irner coils. 

funting Iron Works, Berkeley, Calif., an exhibit of ea 
styles of mechanical atomizing burners 


Sharpsville Boiler Works, Sharpesville, Pa., an exhibit 


tanks 
S. T. Johnson Co., Oakland, Calif., an exhibit of don 
1s well as industrial burners. 
Cook Electric Co., Chicago, an exhibit of oil pumps, drafts 
and damper regulators, fuel oil gauges, etc. 
McDonnell & Miller, Chicago, an exhibit of their swit: r 
control of low water and pressure for the protection i} 


fired boiler 
Ballard Oil Equipment Co Inc., New York City, bur rs 
ing 14 to 16 Baume oil for industrial work and large str 
tures 
Super Oil Heater Co., Hartford, Conn., an exhibit of an ol 
irner with rotating spindle throwing a horizontal spray 


—~— — 


Absolute Con-Ta 


mental principle o 


Ter Co., Beloit, Wisc., controls, the funda 
which is a glass tube containing mer 


ri 
¢ 


vhich makes and breaks the contact. 


Minneapolis Heat Regulator Co., Minneapolis, Minn., an ex 
hibit of their various controls, thermostats, etc.; hydrostats 
pressurestats, etc.; motor program switch, gas valves. 

Aetna Automatic Oil Burner Co., Providence, R. I., an « 
hibit of oil burner having a horizontal revolving plate bui 
on the fan principle. 

J. E. Grady Co., Detroit, Michigan, an exhibit of its fuel 
1 burner. 

Commonwealth Engineering Co., Chicago, exhibit of an oil 
burner with a horizontal rotating disc, and baffle plates for 
distribution of auxiliary air. 

Lenox Furnace Co., Marshalltown, Iowa, exhibit of a furnace 
idapted to oil burners, 

W. B. Wilde Co., Peoria, Illinois, exhibit of electric refriger- 
tor, and an oil burner, one feature of which is that the 
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Trimmings 
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SNO-WITE Trimmings are used in 
the bathrooms of leading hotels and 
apartment buildings and can be relied 
upon to give your customers full 
satisfaction. Write for latest catalog, 
showing the complete line. 


CHICAGO, 
ILLINOIS 
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fre is in operation. 
Janette Mfg. Co., Chicago, Ill, an exhibit of motors, blower 
ul oil pumps, and strainers, air boosters, etc. 
Keystone Refractories Co., New York, N. Y., an exhibit of 
ref tories for use in connection with oil burners 
Combustion Fuel Oil Burner Co., Milwaukee, Wisc., exhibit 
power burner a feature of which is an anti-siphoning 
nozcie, also an exhibit of industrial burners 
me Incinerator Co., Milwaukee, Wise., an oil burning in- 
ator. 


ent Automatic Corp., Detroit, horizontal rotary disc oil 
er, the quietness of which is emphasized by the makers 


il burners. 


jar upply units for oil burners. 
Villiams Oil-O-Matic Corporation, Bloomington, Ill., exhibit 
oil burners. 
Williamson Heater Co., Cincinnati, Ohio, a furnace adapted 
il burners. 
el Products Co., Detroit, Mich., exhibit of various types 
eamless tubes. 
Automatic Burner Corporation, Chicago, Illinois, horizontal 
burner without a fan, the oil being drawn up by cen- 
rifugal action of a central spindle. 
Motor Improvements Corporation, Newark, N. J., exhibit 
of oil filter. 
General Necessities Co., Detroit, Michigan, exhibit of elec- 
refrigerator for the home. 
Flectro-Alloys Co., Elyria, Ohio, fire boxes or combustion 
hambers for oil burners. 
Marr Oil Heat Machine Corporation, Minneapolis, Minn., a 
horizontal rotary plate burner, with fan in the plate for 
liary air supply. 
The Nu-Way Corp., Rock Island, IIL, an exhibit of power 
tomizing burner, featuring deluxe models, beautifully dec- 
ited, in the belief that oil burner users like beauty as well 





is efficiency. 

American Blower Co., Detroit, Mich., exhibit of oil burner 
fans, 

Bryan Steam Corn., Peru, Ind., a unit heater for oil burners, 
using a multiplicity of copper coils. 

Teesdale Mig. Co., Grand Rapids, Mich., an exhibit of oil 
pumps. 

The Beckwith Co., Dowagiac, Mich., a burner which !s 
attached to the feed door of boiler without making any 
change in boiler grates. 

Jefferson Electric Co., Chicago, an exhibit of transformers, 
relay controls, ete., for oil burner ignition and vibrating 
coils for gas ignition. 

W. S. Ray Mfg. Co., San Francisco, Calif., exhibit of six 
types of their burners adapted to domestic and industrial 
heating and power work. 

Home Appliance Corp., St. Louis, Mo., an exhibit of their 
domestic type of oil burner. 


Federal Gauge Co., Chicago, an exhibit of their various 
mercury tube controls, including new stack control. 

Copeland Products, Ine., Detroit, Mich., exhibit of refrig- 
erators for the home. 

Meyer Furnace Co., Peoria, Ill., an oil burner furnace. 

Reflex Industrial Oil Heating Co., Providence, R. I., an ex- 
hibit of industrial burners. 

Wagner Electric Co., St. Louis, Mo., an exhibit of motors 

} for oil burners. 

\utomatie Hydro Oil Burner Co., an oil burner distinguished 
by its water drive motor. 

Crosley Radio Co.,. Cincinnati, Ohio, a rotary horizontal 
cup burner with funnel enclosing the rotary cup, conducting 
an auxillary air blast. 

Wm. J. Foley & Co., Denver, Colo., an exhibit of auxiliary 
copper coils for use in boilers where oil burners are used. 

Basel Mantfacturing Co., Kansas City, Mo., an exhibit of 
oll burner valves, heat regulators, etc. 

Boston Auto Gauge Co., Pittsfield, Mass., an exhibit of 
various fuel oil accessories. 

Davis & Daggett Co., Springfield, Mass., an exhibit of safety 

iler controls to prevent overheating of the boiler, and to 

‘vent water going out of the boiler. 

Day Oil Burner Co., Minneapolis, Minn., a natural draft 

rner for cooking stoves. 

Gen-O-Gas Stove Co., Detroit, Mich., kerosene hot water 


ignition electrodes withdraw from the fire zone when the | 
j 


igan Electric Mfg. Co., Detroit, high tension transformers | 


filwaukee Tank Works, Milwaukee, Wis., tanks and auxil- 
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“CHICAGO”’ 


No. 2 


Power Pipe Thread- 
ing Machine 


For 
Production and Precision 
hreading 


PORTABLE 


Capacity 4” to 2” Pi 
” 4" to 1%" Bolt 
FEATURING: 
Quick Die Chan 
Automatic Die Head 
Three Speeds. 
Perfected Oil Control 


Send for Catalog. 


sen 





| CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
Steam Boiler Works Company 


Baltimore, Md. 


The Novel 


Factory, 917-929 S. Howard St. 
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O. E. 

. e 
Fittings 
The O. E. Perfect Vapor-Vac- 
uum-Pressure System combines 
efficiency of performance with 
simplicity of operation. The ' 
O. E. Perfect Ball-Check Water Seal Union 1 
Elbow with Adjustable Air Vent is one of the3 

fittings in the finest heating system ever 

devised. 








«oe e 
Write for Bulletin “A” for details. 





a O. E. SPECIALTY MFG. CO. 
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of Superiority 


1—-Full waterway 

2— Full opening 

3— Extra pipe clearance 
4—Broad faced seat 
5—-Packing nut 
6—-Encased disc 
7 
8 
9 
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—Gasket under bonnet 
External type bonnet 
All parts accurately ma 
chined and tested. Check 
them off yourself. Your 
jobber handles the 
Hammond line. 


Hammond Brass 
Works 


Hammond, Indiana 
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Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 


service 
Frost Proof Closets. Direct flush ~ 
or after flushing 
Write for catalog. 


Philip Haas Co., Dayton, O. 














Have you tried the 


ESTABROOK 
Double T Y 


You will find it mighty handy when installing fixtures 
| on opposite sides of a partition. The pattern shown has 
one 2-inch Side Inlet and two 2-inch Top Vents. Other 
patterns carried in stock. Write for catalog. 


R. Estabrook’s Sons 
204 First Street - South Boston, Mass. 























y \ i A xe 
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(3 Here's the hanger made with both up 


PY and down and sideway adjustments. No 
i accurate placing of anchor bolt necessary. 


For ANY wall—-any type of radiator. 
4) HEALY-RUFF COMPANY 
‘ 770 Hampden Ave. - St. Paul, Minn 
‘A big help to customers” |) 





Write for 
Catalog 


Armstrong Bros. 
ADJUSTABLE 


PIPE DIES and STOCKS 


Improved Design—Cut Like Lathe Tools 
Dies are Alloy Tool Stee!. Chasers are backed off making 
them easy cutting and long lasting. 


ARMSTRONG BROS. TOOL CO. 
$23 N. Francisco Ave. Chicago, U. S. A. 
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heater, kerosene cookers, kerosene grates and kerosene 
r auxiliary house heating. 
K. & W. Ignition Co., Cleveland, Ohio, ignition appar 


Automatic Home Heating Co., Pueblo, Colo., an exhib 
featuring method of forcing preheated air int: 


t from the opposite point of the direction of its tr 
MecAlear Mfe. Co Chicago, an exhibit of boiler 
f lers 
Min ol Insulating Co., Toledo, Ohio, exhibiting the 


f spun silica. 


Convention Dates 


April 26 and 27, 1926.—The annual convention of 
Georgia State Association of Master Plumbers, at Savanr 

April 27 and 28, 1926.—-The annual convention of the C« 
rado $ ety of Sanitary and Heating Engineers, at Den 

April 29 and 30, 1926.—-The annual convention of the \ 
ginia State Master Plumbers’ Association in Lynchburg, 

May 3 and 4, 1926.—-The annual convention of the Florida 
Master Plumbers’ Association, at Miami, Fla. 

May 7 and 8, 1926.—The annual convention of the Associa- 
tion of Master Plumbers of the State of Washington, at 
Longview, Wash., with headquarters at the Hotel Montice! 

May 10 and 11, 1926.—The annual convention of the No: 
Carolina Master Plumbers’ Association, in Goldsboro, N. 
with headquarters at the New Goldsboro Hotel. 

May 11 and 12, 1926.—The thirty-sixth annual convention 
of Connecticut Master Plumbers’ Association, at the State 
Armory, New Haven, Conn.—The association’s annual exhibit 
will be held in the same building May 11, 12, 13 and 14. 

May 14 and 15, 1926.—The annual convention of the Oregor 
Master Plumbers’ Association, at Corvallis, Ore. 

May 17 and 18, 1926.—The annual convention of the Ter 
nessee Master Pitumbers’ Association, at Chattanooga, Tenn 

May 17, 18 and 19, 1926.—The annual convention of the New 
Jersey State Master Plumbers’ Association, at Camden, N. J 
The sessions will be held at the New Convention Hall. 

May 17, 18 and 19, 1926.—The annual convention of the 
California State Association of Master Plumbers, at Los 
Angeles, Calif. 

May 25 and 26, 1926.—The thirty-second annual convention 
of the Pennsylvania State Association of Master Plumbers, 
in Erie, Pa. 

May 26, 27 and 28, 1926.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
Lexington, Ky. 

Muy 27, 28 and 29, 1926.—The second convention of the 
National Association of Plumbing and Heating Salesmen, in 
lDbetroit, Mich., with headquarters at the Book-Cadillac Hote! 

June 1, 2 and 3, 1926.—The annual meeting of the National 
District Heating Association, at Niagara Falls, N. Y. 

Jane 1, 2 and 3, 1926.—The annual convention of the Na 
tional Pipe and Supplies Association, at White Sulphur 
Springs, W. Va., with headquarters at the Greenbrier Hote! 
ind Cottages 

June 1, 2, 3 and 4, 1926.—The thirty-seventh annual con 
vention of the Heating and Piping Contractors Nationa! 
Association, at Washington, D. C., with headquarters at the 
Willard Hotel. 

June 21, 1926.—The annual convention of the Kentucky 
Master Plumbers’ Association, at Louisville, Ky., with head 
quarters at the Kentucky Hotel. 

June 22, 23 and 24, 1926.—The forty-fourth annual conven 
tion of the National Association of Master Plumbers, at 
Louisville, Ky., with headquarters at the Brown Hotel. 

June 29 and 30, 1926.—Midsummer meeting of the Nationa! 
Association of brass Manufacturers, at Chicago. 

October 11-15, 1926.—-The eighth annual convention of the 
American Gas Association, at Atlantic City, N. J. 


E. Rosenbaum has engaged in the plumbing and heat 
ing business at 115 Waverly place, San Francisco, Calit 
The Heat-Rite Heating Co., formerly of Sweetwater 
Tenn., recently moved to Jackson, Miss., where it is nov 


known as the Paine Heating Co. 
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NEW SUPPLY HOUSE AT OTTUMWA, IOWA 
H. C. Yelton, BE. W. Yelton of the In 
land Supply Company, of Chicago and Danville, Ill., have 
just opened a supply house at Ottumwa, Iowa, and will do 
business under the name of the Iowa Supply Company. 
The concern will deal in plumbing and heating supplies. 


2ayne and L. B. 


NEW SUPPLY HOUSE IN NEW ROCHELLE, N. Y. 

kdward Renshaw, for 27 years associated with Dimock 
& Fink Co., New York City, formerly the 
company and manager of their New Rochelle branch, has 
Mr. Renshaw is president 


secretary of 


gone into business for himself. 
of the new firm, which will deal in plumbing and heating 


supplies, and will be known as Edward Renshaw, Ine. 
Walter H. Young is treasurer and John P. Brown secre 
tary. Their offices and warehouses are located at 17 and 


19 Avenue E, New Rochelle, N. Y. 
PETITION TO SELL J. L. MOTT TRON WORKS 

The receivers for the J. L. Mott Iron Works of Trenton, 
N. J., have petitioned the United States District Court for 
permission to sell the company, hearing will be 
held before the judge of the United States District Court 
at Newark, N. J., on April 26th. Charles H. Baker and 
Robert K. Bowman are the receivers. The Mott plant in 
Trenton employs approximately 1,500 men when operated 
at capacity. The company was organized almost a hun- 


and a 


dred years ago. 


J. HW. LEHNEN CO. ESTABLISHED IN NEW QUARTERS 


J. H. Lehnen Co., 
turers of plumbing and 


not ine., distributor for manufac 


heating supplies, has completed 


its new warehouse and offices at 14th place and Clinton 
street, Chicago. The partnership formerly existing be- 
tween J. H. Lehnen and Albert Webb, doing business as 


Lehnen & Webb, 1624 South Clark street, Chicago, was 
dissolved shortly after fire destroyed this latter location, 
Mr. Lehnen is carrying on the under the 
name of J. H. Lehnen Co. Mr. Lehnen is representing the 
same firms he did when with & Webb. His new 
are in the Soo Terminal Warehouse. 
storage facilities the 
is once more operating in full swing, after the temporary 
setback caused by the big fire in the old warehouse. 


and business 
Lehnen 
quarters Shipping 


and are unexcelled and company 


POSTPONE PHILADELPHIA HOME HEATING SHOW 


The second annual Home Heating and Appliance Show, 
held in Philadelphia April 26th to May 
Ist, has been indefinitely postponed, an announcement 
Donald F. Rose, the John A. Wells 
Corporation, states. The promoters of the show made the 


decision after careful study of 


scheduled to be 
from treasurer of 


the situation, deciding to 


‘ait until the oil -burner trade of Philadelphia have 
formed their contemplated Oil Burner Association The 
quicentennial Exposition to be held in that city this 
mmer was another reason for the decision to wait until 


ater time. 


TAYLOR ALLERDICE SUCCEEDS W. B. SCHILLER AS 
PRESIDENT OF NATIONAL TUBE CO. 


William Baker Schiller, after twenty-seven yeat ot 
service with the National Tube Co., Pittsburgh, Pa., ha 
tendered his resignation, and it took effect April 19th 
After fifty years of active busine life he decided to retire 
Mr. Schiller started his business career in 1879 as book 
keeper of the Second National Bank in Youngstown, Ohio 
where he was born In July, 1899, when the National 


} 


Tube Co. was organized, he was appointed manager of the 
National department, after 16 vears of service in the iron 
and steel business, embracing all of the productive capa 


city of the company in McKeesport, Pa The followin: 
year he was transferred to Pittsburgh, and appointed 
assistant first vice-president. The next vear he was elected 
first vice-president, and in August, 1902, he was made 
president Mr. Schiller is succeeded by Tavlor Allerdice 
who has been vice-president in charge of operation ines 
1902. Mr. Allerdice has been connected with the iron and 
steel industry since 1881, coming to the National Tube 
Works Co. in 1892. His suececding positions have been 
identical with Mr. Schiller’s, and his election to the pr 
dency makes an unbroken line of succession 

DURO PUMP & MEG. CO. CHANGES NAME TO 

DURO CO, 

The Duro Pump & Mtg. Co Davton, Ohio, recentl 
changed its name to the Duro Co At th imnual stock 
holders’ meeting held in that city the following wer: 
elected to the board of directors ¢ the company W J 
Lantz, western sales manager! ( P. EHKisenhauer, chiet 
engineer of the Dayton plant; Hl. |. Field, eastern sale 
manager. (. EF. Burnett, C. O. Burnett, R Shuey at 
H. J. Fiunt are the other director 
CHICAGO OFFICE OF DETROIT RANGE BOTLER ADDS 


TO SALES FORCEH 


The Chicago office of Detroit Range Boiler & Steel Bar 
rel Co., under the management of Thoma Ml tinson 
in the Straus building, is expanding its sales fore I.. W 
Hewitt, formerly with W. A. Case & Son Mfg. Co., ha 
associated himself with this company and ‘will cover the 


territory handled by the Chicago office on the sale of steel 


barrels, range boilers and water hea.ers 


R. Li. Parker, W. V. Keenan, ( J. Gartner and C. T 
Smith have recently been employed, as well, to do mission 
ary work among master plumbers and jobber and to 
sell, under the supervision of Mr. Stinson, this company) 


water heater and new automatic storage water heater 


EXPANDING 
Water 


repre 


LAWRENCE-WILLIAMS ©CO., ING., 


Lawrence-Williams Co., Ine 136 
York, has just Eastern 
the Newbury Mfg. Co., of 
distributor for the Ware Nipple Co., 
Thermal Appliance Co. of New York 
RnR. I 


\ 


treet VOW 
been appointed entative for 
Monroe, N. Y 
Ware, 
(ity 


, and metropolitan 
Mas 


and 


and the 


Providence, 


83 
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NEW YORK SALESMEN SEE PIPE THREADING 
DEMONSTRATION 


Twenty-eight members of the sales force of the United 
Plumbers’ Supply Co., Inc., New York City, were guests 
oi the Toledo Pipe Threading Machine Co., at its new 
York City offices Saturday afternoon, April 10. The sales 


men inspected the new showrooms of the pipe machine 


manufacturers at 72 Lafayette street, and were given the 


opportunity to see the various machines manufactured by 


the company under actual working conditions. Clarence 


4 Popp, New York manager, acted as host 


NEW YORK P. & H. SALESMEN MEET 
The monthly meeting of the Greater New York Chapter 
of the National Association of Plumbing and Heating 
April 15th, at the 
names of a dozen 
They 


Edwards of 


Salesmen was held Thursday evening 

Hotel Martinique, New York City The 
men were added to the roster of the organization 
are Robert Miller of Rollin C. Wilson, J. A 


Leo Flush Valve Co., J. L. Stulsaft, manufacturer's repre 
sentative; J. A. Hanrahan and Monroe Guggenheim of 


Richard Dode, G. S. Wale of William Levitt Co., George 
Handman of Frank Bro Mfg. Co., all of New York City; 
Brooklyn, N. Y 
Works, Burlington, Wis.; 
Walter Drew of Chicago Faucet Co., 
York; Pierre R. Falk or 


J. J. Finkelstein of Edward Steinman 
J. A. Quinn of Burlington Bras 
Chicago and New 


Marks Lissberger & Son., Ine., 


Long Island City lL. S Jolly, Duriron Co Dayton, O 

The reports of a number of committees were presented, 
one of which was that of the Nomination Committee sub 
mitting the names of the following nominees for the en- 
uing year President, Harry La Croix; vice-president, 
Jack Flemm; treasurer, Louis N. Stroh; secretary, William 
KF. Weber. 

After the regular business was transacted, President J. 


H. Taylor introduced some very able speakers who gave 


enlightening talks on subjects pertinent to proper sales 
manship The first of these speakers was L. C. Hart, 
eastern sales manager of Johns-Manville, Inc Mr. Hart 


spoke on the proper relation between salesman and sales- 


manager, explaining that the former should manage the 


firm’s business in his territory in line with the firm’s 


policies and the latte: hould always co-operate with his 
men and not attempt to drive them 

The next speaker, George W jarr, assistant general 
ales manager of the 


Hoffman Specialty Co., spoke on 


proper sales conduct, pointing out that salesmen should 


guard against overstocking 


products and know their territory 
McLoughlin, of Thomas P. McLoughlin, Inc., 
plumbing and heating contractors of New York City, gave 


Fergu 


the salesmen an excellent insight in the requirements of 

uccessful salesman from the viewpoint of the buyer 
\bility to create confidence, the following up of orders to 
ee that they are 


properly filled, and the stressing of 


quality rather than price, were some of the speaker's 
points 
Among the other 


spoke briefly on ‘ 


peakers were Henry Reese, who 
setter Selling,” and H. A. Swenson, who 
explained that a salesman should be a specialist so far as 
possible on all the lines which he sells. Harry La Croix 
told his fellow members that salesmen should help their 
customers in every way they can, as did Jack Flemm. 
William F. 


ing and purposes 


Weber gave a brief explanation of the mean- 
of the association. Ed. Bredehoft talked 
on road courtesy. 

At the conclusion of the meeting, Mr. Flemm urged the 
members to purchase the balance of the one hundred 
honds, which were issued by the organization to furnish 


money for publicity purposes. 


ENGINEERING 


ustomers, should know their 
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THE PLUMBSTEAM CLUB'S APRIL DINNER 

The regular monthly dinner and meeting of the Phila 
delphia Plumbsteam Club was held Friday night, April 
16th, at McAllisters on Spring Garden street in that 

M. J. Beirn, assistant general sales manager of the 
American Radiator Co., of Buffalo, N. Y., was the fea 
speaker of the evening. Wm. Boales, of Detroit, M 
and Wm. Weber, of N. Y. City, president and secretary, 
respectively, of the National Association of Plumbing nd 
Heating Salesmen, were also guests of the evening ind 
some good constructive work ensued. 

After dinner was served Mr. Beirn was introduced and 
he took for his subject ‘“Selling.”’ 
Beirn gave some very constructive selling pointers to 
those present and a vote of thanks was extended hin 

Wm. Boales was then introduced, and in his usual man- 
ner told the members about the purposes and objects of a 


In a forceful way Mr. 


National Association and urged that the Plumbsteam Club 
He also spoke of the 
coming national convention in Detroit next month and ex 
tended an invitation. Wm. Weber also spoke on national 


affiliate with the National body. 


association work. 

It was then decided that a committee of five be ap 
pointed to go into the matter of joining the national or- 
ganization and report at the next meeting, May 14th, when 
election of officers for the coming year will be held. 
Harry Wal- 
ther, chairman; Robert Savill, A. F. Beecher, Leon Fest, 
L.. Augostine, Jr. Five new members were elected to 


The committee appointed is as follows: 


membership and a good number of applications were 
submitted. After the business meeting the members and 


guests were entertained by several vaudeville artists. 


METROPOLITAN TRADE GOLF ASSOCIATION PLANS 
FIVE MEETS THIS SEASON 

The Metropolitan Trade Golf Association, organized in 
the New York City district late last fall, and made up of 
representatives of manufacturers and jobbers of plumb 
ing and heating goods, now numbers 34 members, an an 
Secretary Frederick W. Broatch states 
The tournament committee, headed by Frank J. Oliver, is 
busily arranging for the five meets to be held this season, 


nouncement by 


and has already secured two of the finest courses in the 
Greater New York district. The association is limited to 
10 members. Those who have been accepted by the mem- 
bership committee to date are: 

J. H. Balmer of the J. H. Balmer Mfg. Co., Newark; 
W. C. Banta of Ridgewood Plumbing Supply Co., Ridge- 
wood; W. J. Bapst, New York City; B. W. Bennett of 
Charles Hartmann & Co., Brooklyn; H. N. Booth, U. 5S. 
Radiator Co., New York; F, W. Broatch, United States 
Sanitary Mfg. Co., New York; K. V. Carmer, Crane Co., 
New York; E. F. Conroy, Central Tube Co., New York; 
S. J. Cutting, Kenney-Cutting Products Co., New York; 
Thomas Dawson, Crane Co., Brooklyn; W. T. Gilmour, B 
F. Gilmour Co., Inc., Brooklyn; William Gowdy, Monu 
ment Pottery Co., New York; E. W. Harvey, J. L. Mott 
Iron Works, New York; George Herth, Standard Sanitary 
Mfg. Co., New York; James E. Holmes, Republic Iron 
and Steel Co., New York; T, A. Johnson, J. D. Johnson 
Co., Inc., Brooklyn; Lee A. Kelly, Thomas Maddock’s Sons 
Co., New York; Henry W. Letcher, New York; Thomas 
F. Larkin, Nason Mfg. Co., New York; J. S. Mattimore 
Kelly & Jones Co., New York; L. Moore, W. A, Case and 
Son Mfg. Co., Brooklyn; J. Francis Murphy, Sloan Valv: 
Co., New York; Thomas Nickerson, Walworth Co., Lon: 
Island City; Frank J. Oliver, Oliver Bros. Purchasing Co 
New York; Leo M. O'Neill, M. O'Neill Supply Co., New 
York; C. M. Pierce, Bridgman Co., Newark; Llewellyn 


Power, Grabler Co., New York; Maurice Readey, E. F 
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ng Co., New York; L. A. Rothwell, American Pin Co., 
York:. William S. Roe, Newark; E. R. Troxell, Jr. 


iard Heater Co., New York; Dudley S. Worth, C. F. 
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ration, Brooklyn and James F. Weaver, Central Tube 
New York. 


EASTERN TRADE GOLF ASSOCIATION HOLDS 
ANNUAL MEETING 


h Mfg. Co., New York; Cary D. Waters, Empire Pipe | 
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H. J. Reeves, of the W. G. Cornell Co., Long Island | 


City, is the new president of the Eastern Trade Golf 
Association. Mr. Reeves was promoted from vice-presi- 
dent at the annual meeting of the association, held at the 
Hotel Astor, New York City, Wednesday, April 14. His 
successor as vice-president is Thomas J. O’Donnell, New 
York City heating contractor. R. G. Bookhout was re- 
elected secretary-treasurer, and J. B. Garfield, of the 
American Radiator Company, was again selected captain. 
The board of governors are Charles S. Wood, of Charles 
S. Wood & Co., Newark, N. J.; Thomas H. Dawson, MJr., 
of Crane Co., Brooklyn; Elwood S. White, of the Thermal 
Appliance Co., New York City; D. W. Haire, of Samuel S. 
Glauber, Inc., New York City, and Harold Townsend, 
of Charles Hartmann & Co., Brooklyn. 

The meeting opened with a luncheon, the first order 
of business being the reading of the secretary-treasurer’s 
This showed a membership of 150 active mem- 
bers and 12 honorary members. Then the members stood 
silently at attention for one minute in memory of H. 
Romeyn Smith and Richard J. Donovan, who have passed 
away since the last annual meeting. 

Captain Garfield in his inimitable witty way recalled 
the five meets held by the last year, re- 
calling in an aside the first annual meeting he attended, 
’'way back in 1908. Then the nominating committee, com- 
posed of J. Barnum, William LeCompte, Conway Kiewitz, 
George Scott and E, F. Keating, was appointed by Re- 
tiring President William H. Staples, their report being 
accepted by the election of the officers named above. 

D. W. Haire was called upon by Mr. Staples to tell of 
his experience last year when he went out to the Hemp- 
stead Country Club for a meet one week early, and BE. F. 
Glore, a charter and honorary member, told of the or- 
ganization of the association years ago. Mr. Glore also 
introduced his son, A. R. Glore, who is just entering the 
trade, 


report, 


association 


CHICAGO JOBBER BOWLERS GO INTO FINALS WITH 
IXCITEMENT HIGH 

As this issue is going to press, the championship of 
the Chicago Plumbing and Heating Jobbers’ Bowling 
League is being decided. Last September twelve teams 
started this 33-week tournament. Every Tuesday night 
60 men from various Chicago supply houses met in 
friendly rivalry at the Madison-Kedzie Arcade Bowling 
Alleys. All through the winter the team standings and 
individual standings went up and down, and, as the sea- 
son drew to its close, the strong teams rose to the top. 
April 20, this week, was the last night. And the ex- 
citing part of the whole tournament was that Jas. B. 
Clow & Sons and Standard Sanitary Mfg. Co. went into 
the finals tied for first place. 

On the way the pins fell last Tuesday depends the final 
standing of practically every team. More than that, on 
the way they fell depended the split of the purse put up 

prizes for the various teams and individuals. The 
team winning first place is to get $30, second $25, third 

20, fourth $15, fifth $10 and sixth $5. 

consolation prize for the last two teams. The one which 
lias the highest score for the last night wins $5. 
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611 W. Larned St. 


For All Kinds of 
Radiation 


is a Moore Pressed 
for 


There 
Steel Radiator Hanger 
every type and make of 
radiation. Light, strong and 
easy to install, they have 
liberal adjustments — 4}%”" 
vertically and 214" horizon- 
tally. And the radiator can 
be moved up or down or 
sideways after placing on 
hanger. 


When you buy Moore Hang- 
ers you buy hangers that 
are complete — no bolts or 
parts extra. 


Ask your jobber 
about them. 


CARTY & MOORE ENG.CO.. Inc. 


Detroit, Michigan 


Double Bottom 
Hung Wall 

















Patented 
J-1125—13x18 complete 
J-1135—20x30 complete 


Blake 


Garage Drains 


Extra Heavy 


Suitable for Garages, Bath Houses 
Stables and Dairies. Made with or 
without vents or cleanouts. Reinforced 
extra heavy strainers. Bell under strain 
er diverts water on to shell underneath 
and then into bucket, where mud and 
sand is deposited. When full, the recep- 
tacle can be lifted out and emptied 
Either the small or large drain can be 
furnished without inside trimmings. 


Blake Shower Drain 


with Protecting Pan 





Patent Applied For 


No Trap 
This is the same Shower Drain as 
shown above but has no >. It 
can be furnished with male or female 
outlet for iron pipe. 
J-1156— Size 14-inch. Total depth 
5inches. Weight 8 pounds 
J-1157—Size 2-inch Total aepth 
5 inches. Weight 9 pounds 


Made with large protecting pan cast 
to trap, preventing leaks through 
ceilings. Strainer head is made of 
brass and has a long adjustment for 
floor levels. Traps and pan are 
cast iron. Strainers on both sizes 
are 6 inches across top. 


J-1150—Size 1%-inch. Total depth 
7\% inches. Weight 12 pounds 
J-1155-—Size 2-inch Total depth 
B inches. Weight 13 pounds 


Can be furnished with apigot or hub 
for calking 


TS IS, 











Patent Applied For 


All Jobbers Will Supply You 


Blake Specialty Co. 


Rock Island, III. 


Canadian Service—All Crane Company Branches 

















Is Readily Reconized) 


Quality is a virtue often claimed, but 
seldom offered in a tangible form. 


In Commonwealth Lavigne Radiator 
Valves, however, the quality will be 
readily appreciated because you can see, 
feel and test it. 


Examine the forged brass tail nut, 
twice as strong as the ordinary casting, 
which makes installing easier by elim- 
inating the troubles caused by cracked or 
broken tail nuts. Take hold of the 
handle and notice how it fits the hand; 
turn it and observe the smoothness and 
simplicity of the mechanical operation. 
Inspect the careful machining and finish 
of the valve and, finally, since all values 
are comparative, place our valve side 
by-side with any competitive make 
then you will surely agree that here is a 
quality product. 


Manufactured by 


COMMONWEALTH 
BRASS 
CORPORATION 


DETROIT 
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RADIATOR VALVES 
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There is a prize of $8 for the first high team zg 
and a prize of $4 for the second high team game 
ame prizes are awarded respectively to the first 
second high team average for three games, for the f 
and second high individual game and for the first 
second high individual average for three games 
each team will get a dollar for each game it won dut 
the season 

There are, also, individual cash prizes for the thi 
high season averages The bowler with the highest 
on average receives $15 and the awards scale dow 
$1 for the bowler standing thirtieth 

And now, by the time this is read, the story will 


A hig} 


and pleasant season will be over, to be started 


told. These cash prizes will have their owners. 
, 


successtul 


again next September, with more teams and even bett 





arrangements. Next week the final results will be printed 
in this paper The standings, as the teams lined up for 
their final games, follow: 
! \l \\ lL, Pet. Tot. Pi 
! ‘ & Se i 4 THO 82775 
1 init M c 7 23 THO STISN0 
\\ MeLai ‘ s TON SO52S 
l Mal ib] I ‘ 4 H5e SO6u4 
\ tf M Cory t 1 S rXuG4 
& Wel 13 52 7747 
Ri e-4 0 ih 2) TSS7TO 
hite « it ” 179 THHNS 
1a Supy ( ! ' 74404 
We rou Supply ¢ 24 72 250 72078 
{ her Brother } 9 2239 TI86: 
1 ‘ t sv 167 TOT39 
! h wame Weil-MeLain Co rose 
! tine American Radiator Co 102 
| high average 3 games Weil-MeLain Co wh 
hiutl iverane Lames Wolff Mfg. Corp "4 
| | ndividual Kurtz, Standard Sanitary 
1 ‘ 4 
j i ndividual in Thomas, Weil-McLain 
} h individual average 3° vames—Johnson, Weil 
Wels c% 
dhizh individual averawe ; games Allen, Jas. B 
‘ & ~ 21 


DELAWARE VALLEY TRADE GOLF ASSOCTATION 
OPENS SEASON 

Pine Valley Country Club, situated in the pines of 
scuthern New Jersey, with its innumerable hazards of sand 
traps, bunkers and water holes was the scene of the open 
ing meet of the Delaware Valley Trade Golf Association, 
on Tuesday, April 13th. As is the custom when playing 
at this club quite a few of the members went down the 
night before to attend the regular dinner and business 
meeting held on Monday night, April 12th. Arrangements 
were made by Secretary H. J. Kleinman for the mem 
bers to remain over night at the club so that an early start 
could be made the next morning 

It was decided at the business meeting, held after dinnet 
Monday night, that a first and second prize in the form ot 
a $15 and $10 merchandise order on one of the large sport 
ing goods stores in Philadelphia will be awarded at each 
meet No member can win first prize more than once dut 
ing the season. These prizes will be given in addition to 
the regular prizes of golf balls. Playing for the first time 
this season several members found the going pretty rough 
but in spite of this some good scores were turned in 
James Fraser, of Speakman Co., Wilmington, Del., shot a 
net 96 to cop first prize in the morning round, and John 
Johnson, Jr., the host of the meet, took second honors by 
hooting a net 97. They, respectively, received $15 and 
$10 merchandise orders. H. J. Carr, of “Domestic En 
vineering,’’ won 3rd prize and received three golf balls as 


his reward. B. H. Deacon received 2 balls as fourth prize 
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and | issell D. Knight also received two balls as 5th prize 


F.C. Allen received one ball as 6th prize 


The afternoon round was played as the Kicker’s handi 
cap. Chas. Stewart, vice-president of Vinco Co., New York 
City, won first prize in the P. M. round with a net 76 
78 is the number chosen before the play started 
Robert Savill shot a net 83 for second prize. F. Allen took 
third prize with net 87 and A. V. Gemmill walked off with 


the fourth prize with a net SS Ray Bolsinger and B. H 


Deacon With a net SS and 94 took fifth and sixth prizes, 
respectively. 
Scores Morning Round 
Out In Gross Hdep Net 
Johnson, Jr 6 { 115 1S 7 
BR. H. Deacon, Jr 4 2 10S ' 102 
( Allen »s 7 115 4 1O3 
finns i) 4 1a ‘ 101 
, V. Gemmill 65 oT) 120 ) 105 
H Cari “4 Vf} eal) 4) 100 
Jame Kraser WN 6 114 1s “ 
Russell Knight 71 6 1 ( 0 
(er Lucke 73 { ] N 07 
Robert Savill 70 i 14 1 | 
Cha Stewart ie iz 20 10 
Ho J. Kleinman 63 rd 11S 12 104 
I. Hemphill aS 2 110 
Jot Wiggel 74 77 151 
Kickers Handicap Afternoon Round 
78 Chosen Number 
Out In (ros Hdcp. Net 
| Wigeel 71 62 13 70 63 
J, Hemphill 1" 5D 104 a 74 
Robert Savill 76 02 iss rd R3 
I Bolsinger 57 6 118 24) KR 
Cha Stewart 2 7 119 13 76 
John Ward . st) Ho 149 in) 114 
John Bitzer 71 Ou 140 aD 100 
Bb. He Deacon, Jr. 61 114 0 4 
I.) Johnson, Jr 66 67 133 0 103 
Fred Allen ... 9 63 12 5 87 
Joe Binns : 63 62 125 24 101 
J. Fraser 64 yS 127 10) 87 
H. J. Carr : 7H 77 153 2 101 
R. Wnight &5 ’ 178 ‘ 118 
\. V. Gemmill 63 62 125 ag RR 


Personal Mention 


H. M. Hoelscher, of Hoelscher Bros., jobbers of plumb- 
ing and heating supplies at 1301 West Division street, 
Chicago, is on a Mediterranean cruise, accompanied by 


Chi 
f his friends 


friends. Mr. Hoelscher is expected back in 


cago around May 15. 


two old 
He has written some o 
from Egypt just recently. 

Whitfield Clark, 


poration, 


Gulf States 


southern 
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Greater 
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distributors for several soil 


has been calling in the 


district, 


dries, 
York 
Stevens Co., the 


upon the trade 
salesmen of the 
York New 


accompanied by 


company’s New and 
representatives. 
EK. R. Tolfree, 


City, 
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president of “X 
has just returned to New 


New York 
York after a business trip 


Laboratories, 


Which included practically all sections of the 

J. A. Quinn has 
rass Works, 
this concern in 
New 


country. 


joined the sales force of the Burlington 
Wis. Mr 


Maryland, 


Burlington, Quinn will represent 


Pennsylvania, New and 
York State. 
R, L. M. Taylor, 


ing Iron Co., 


Jersey 
Reading district manager for the Read 
three 
York 


has just returned to his office after a 


weeks’ selling trip through Canada and western New 
state, 

John J. McHale, of 
pointed representative for the 
Raltimore, Md., New 
England territory. 


been ap 
Ware Co., of 
and New 


South Orange, N. J., has 
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RANGE BUILERS 





Riveted 
Rivet-Weld 
Welded 
Sure-Tite 


(Copper-Brazed) 


WM. B. SCAIFE & SONS CO. 





Founded ~“™* sn Pittsburgh 
in ‘a fy “n=” ~=New York 
1802 ILERS Chicago 
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The Priet 
Union El 
bow is 
made by 
folks who 
know 
how. It is 
a first class job from 
start to finish, and 
you will find no grief in a thousand 
of them. In six sizes from 1/2 to 2 
inches. Ask us for folder D 


WALTER HM. PRIER CO. 2 Oe Street 


=o 


PER HOUR) 











| Runnin 


(200 GALLONS 


The DAYTON “CUB”, with its 
200 gallons per hour pumping ca 
pacity and low price of $85.00 is 
by far the leading water system 
value offered today. DAYTON 
dealers are breaking sales records 
with it 


It is one of a complete line of 
DAYTON Water Systems for 
deep and shallow wells and cis 
terns with pumping capacities of 
from 160 to 3,000 gallons per hour, 


Wiite for catalog and let us out 


line for you our proven “business 
getting” dealer plan 


THE, DAYTON PUMP & MFG. CO. 


DAYTON, OHIO. U.S.A. 

















Ask your Jobber about 
STA=PAKK 
VALVES 


they never need re-packing 


CAPITOL BRASS WORKS 


iler Trimmi d Plumbers’ Brass Goods 


5 of Brass Val 3s, Bo 


2300 


=e ODE 


Manufacturers 


Franklin Street 
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Douglas Flush Valve 


Positive Afterfill 
Regulating Screw 


One-inch Inlet 


Users of this valve recommend 
it without restrictions. 


The John Douglas Co., Cincinnati, Ohio 

















A GOOD NIPPLE 


That’s what a Smith Bros. Nipple is. You can always be 
sure that it is made with clean, uniform threads and that 
the price is right. Packed in cartons of assorted sizes 14” 
to 12". Your jobber has them. 


Smith Bros. Nipple Works 
HAMBURG, PENNSYLVANIA 














H. J. Kleinman, Sales Manager, 810 Morris Bldg., Phila., Pa- 








Arrange for Running Water 








In Your Home 


A Monarch Electric Pump will provide 
abundant fresh running water, hot and 
cold, under pressure, for less money 
and with greater satisfaction than any 
other system. Various exclusive Mon- 
arch features and wonderful simplicity, 
eliminate servicing. Every one 
sold stays sold. Prices $90.00 and up. 


Catalog DE-42 displays full line 














MONARCH ENGINEERING CO. 
232 East First Street - - DAYTON, OHIO 
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| O-E Specialty 

















Do It Electri- 
cally 


With an Electro Melter, an 
electric solder pot that 
operates from any light 
socket. Every modern 
plumbing shop should have 
an Electro Melter for shop 
and residence work. Your 
customers will appreciate 
ite absolute safety, clean- 
liness and noiseless opera- 
tion. Once used you will 
use no other. 

A line from you will bring 
you full details describing 
the Electro Melter. 


Electro Engineering 
Co., Inc. 


11712 Atlantic Ave. 
ichmend Hill, New York 
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Lewis F. Ostrander, vice-president and manager ¢ 
Manufacturing Co., Milwaukee, Wis ag 
just returned from a trip to Kansas City, Mo., whe he 
attended a sales conference of the Kellogg-Mackay ym- 


| pany, of that city. 


L. W. Hewitt, who recently became connected wit he 
Chicago office of Detroit Range Boiler & Steel Barr: )., 
has the sympathy of his many friends on the death of his 
wife. Mrs. Hewitt was operated on a few days ago : he 
Mother Cabrini’s Memorial Hospital and died the day 
after the operation. 

A. V. Hutchinson, New York, secretary of the American 
Society of Heating and Ventilating Engineers and man- 
ager of publications for that organization, was in Chicago 
Milwaukee last week, attended 
meetings of his society. 


and where he chapter 

J. W. Owens, vice-president of the Federal Gauge Com- 
pany, Chicago, left for the West on April 17, where he 
weeks, making a 
of the refrigeration industry in the interests of the Fed- 
Company. If conditions seem favorable he 
also go to the Islands in the interest of 


will remain for some business survey 


eral Gauge 


will Hawaiian 


| his company. 


William Clements, sales representative for the Rich- 


Sanitary Co., of San Francisco, Calif., has been 


| transferred to the Oakland branch of this company. 


John F, McKenna, formerly 
York manager for the 
Kohler Co., Kohler, Wis., has 
been appointed sales repre 
the Richmond 
Company, of New 
York City. Mr. McKenna has 
acquaintance in the 
plumbing and heating supply 
trade. 


sentative for 


a wide 


Walter C. Smith, of Ate 
lanta, Ga., will in the future 
represent the Central Foun- 


dry Company in the interest 
of soil pipe and fittings in the 





states of Florida, South Caro- 
lina, North Carolina, Georgia, 
Mississippi, Ala- 
bama and Louisiana, succeeding in that territory Thom: 
C. Hyde, whose duties will now be confined to the pressure 
pipe department of the Central Foundry Company. 


John F. McKenna 


Tennessee, 


Erwin H. Stiller, who was formerly engaged in the 
jobbing of plumbing and heating supplies, is now asso 
ciated with the Chicago Faucet Co., in the Detroit te 
ritory. 

A. D. Christian, of the D. D. Wessels & Sons Co., Detroit, 
Mich., called upon jobbers in Baltimore and Washington 
last week with Charles W. Cromb, the company’s Phila 


delphia district representative. 


A. J. Phillips, formerly in the advertising department o! 
the Haines, Jones & Cadbury Co., Philadelphia, has been 
promoted to the managership of the Frankford, Pa., branch 
of that company. Mr. Phillips’ former place in the ad 
vertising department will be filled by Miss A. E. Baxt« 
who has for the past twelve years been connected with 
Haines, Jones & Cadbury Co.’s general office in Phil 
delphia. 

Howard V. Linhard has recently been appointed sal: 
manager for the Anchor Pipe & Supply Co., Detroit, Mic! 
and Charles Deveraux has joined the sales force of th 
company. 
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Lyle Stuart Jolly, formerly of Boston, has recently been 
add d to the sales force in the New York territory of the 
Duriron Co., Inc., Dayton, Ohio. Mr. Jolly will be working 
out of the Grand Central Terminal and will cover Greater 
New York territory. 

William B. Conlin, Greater New York district salesman 
for the National Radiator Co., Trenton, N. J., is back at 
work after being laid up for a month with influenza. 

William Munch, formerly with B. T. Babbitt, Inc., New 
York City, has joined the sales force of Thomas H. 
Hutchinson, manufacturers’ representative of 108 West 
Thirty-fourth street, New York City. 

William J. Bapst, representative for the C. F. Church 
Manufacturing Co., of Holyoke, Mass., recently spent a 
week visiting the jobbing trade in western New York 
State. 

P. G. Ford, formerly New York state representative for 
John Wood Mfg. Co., of Conshohocken, Pa., has been 
placed in charge of sales and service in Michigan. His 
headquarters are at 2509 Clements street, Detroit. 

George R, Lewis, formerly sales manager of the heating 
department of Philip Gollner Co., of Chicago, has accepted 
a position as representative in the air valve department 
of Kelly Brass Works, Chicago. 

Stephen C. Breihof was recently appointed manager of 
the New Rochelle, N. Y., branch of Dimock & Fink Co., to 
succeed Edward Renshaw who resigned, and Charles 
Doeiring was made assistant manager. Robert Diegman, of 
the same concern, has been made manager of its Mount 
Vernon branch, succeeding Garry Lawlor who resigned. 

W. L. Hoyt, former engineer with the house heating 
division of the Industrial Department of the Rochester 
Gas and Electric Corporation, has become associated with 
the American Gas Products Corporation, New York City, 
and will represent that company on the Pacific Coast. Be- 
fore joining the Rochester corporation, Mr. Hoyt was with 
the Sibley-Pittman Electric Corporation and with the Gen- 
eral Electric Co. He is a graduate of Willams College, 
Class of 1919. 


New Trade Literature 


Malleable Tron Fittings Estimator 

\ sliding scale in handy pocket size has been prepared 
by the Kennedy Valve Manufacturing Company, of Elmira, 
N. Y., for quick figuring of weight and cost data of 
malleable iron pipe fittings. The scale is operated by 
simply pulling out the slide until the name of any desired 
fitting appears in one of the slots. Three other slots then 
show simultaneously the standard classifications, price 
per pound, approximate weight per hundred pieces and 
approximate cost per piece. 

Boiler Ratings and Efficiency 

A new policy of boiler ratings has just be adopted 
by Richmond Radiator Co., New York, based on the exact 
boiler output, which is defined as the exact amount of 
cast iron column radiation the boilers will carry in ad- 
dition to uncovered piping. The company announces this 
tep was taken after tests had been made in the labora- 
ories of the Carnegie Institute of Technology, and of 

binson V. Frost of Norristown. The results of these 

ts, together with the complete formulas under which 

> tests were made are included in a new booklet just 

ued by the company and entitled ‘Boiler Ratings and 
” The Code of the American Society of Heat- 
* and Ventilating Engineers was used, the rating being 
accordance with the formula of the Heating and Piping 
mtractors National Association. 


‘iciencies. 





DOMESTIC ENGINEERING 89 


~~ a 90000000 
oO r 
8 Zz 





ole) 


: : x * Holds ’em 


Te) 


Oo “I hold so tight that I could swim the river 
© with an eel in either hand and never let them 
° get away. And as for holding fast to the over- 
flow and stopper of lavatories, trays, and tubs 
—that is what I’m made for. The patent jump- 
® ing couplings do the trick, and Bead Chain is 
© the modern plumbing chain.” ——- Bill Bead 
€ 


USE 


[ BEAD CHAIN 








O Trade Mark Reg. U.S. Pat. Off. 


8 The Bead Chain Manufacturing Co. 


ce) Bridgeport, Connecticut 

O ) 
oO Canadian Representative: Stanley Brock, Lid., Winnipeg ) 
O \ 
OO0000' 








The Built-Well 
V-Lock Joint 





“Built-Well” toilet seats are all 
made with the patented V-Lock- 
Double-Dowel construction. That 
means durability. 





Patented 
Sectional view of 
joint, turned up 
side down to 
show how dowels 
are inserted from 
bottom. Mois- 
ture only makes 
them tighter. 


They’re made in all styles and 
finishes—that means salability. 


They’re shown in the “Built- 
Well” Catalog. Have you written 
for your copy? 











Built Well Mg. Co. 


1458 W. Kinzie St. 
CHICAGO 


Our 
Catalog 





























M PIPE FITTINGS 


Trade Mark Trade Mark 


IRON BODY GATE VALVES 


Screwed 
Flanged Non 
Rising 
Stim 
and 
0.S. &Y. 


Patterns 


and 
Hub 
Ends 


Manufactured by 


ILLINOIS MALLEABLE IRON CO 
CHICAGO, ILL 


GENERAL OFFICE 


One of the Forty 


T he Illustration shows our No 2 I ead Seal 
Tank Coupling 

Around this as a center we have built up a 
line of special brass fittings and attachments 
that make water heater 
economical and effective 


installation easy, 


The knowledge that you are prepared for any 
emergency is a comfortable thing to live with 
Remarkable how small a stock of these unique 
fittings gives you mastery over the water heater 


Ask Your Jobber. 


job 






Bulletin - Catalog No 
about them 


3C tells all 
Your copy ts ready 
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Colo. 





The Slack-Horner Brass Mfg. 


1638 Blake Street 3: 3: 


Denver, 
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New Equipment 
t 
I 
\ New China Combination Sink Faucet 
Herewith is shown a china combination sink faye 
which was designed to add beauty as well as effi nev ty 
the sink It is described as having a concea Yap 
pocket and a swinging spout. The whiteness of t} com 
bination faucet is designed to harmonize with the whit. 
re of the sink The description states that the soap 
pocket is also invisibly drained, and that the faucet may 
be cleaned quickly by means of a damp rag. The water 
carrying parts concealed within the faucet are made of 
bronze metal and are so made that they fit all sinks 
vith S-inch center drillings 
i i 
April 21, 1906 ' 
rhe twenty-fifth annual commencement exercises of the 
New York Trade School were held on Friday evening | 
\pril 6, at the school building, First avenue and Sixty 
eventh street, New York City President T. A. Hill, of 
the Manhattan branch of the Greater New York Master 
Plumbers’ Association, was one of the speakers The ‘ 
graduating class in plumbing numbered 106, and the clas ‘ 
n steamfitting consisted of twenty-three men 
1906- 
liastern, Trade Golf Assoctation held its 
f t the cafe in the Flatiron Building, New 3 
fpril ltl rank HT. Stmmons f New } 
5 ted f sident 
pane 
The firm of Weatherly & Pulte, formerly located at 9% 
Pearl street, Grand Rapids, Mich., has dissolved a partner- 
ship of 30 vears’ standing Mr. Pulte and his sons have 
organized the Pulte Plumbing & Heating Co., and have 
opened an establishment at 89% Pearl street 
1o0o8 
Ti welfth annu nvention of the Pennsylvant 
| cutis f Master Plumbers was held im All 
I py 17 and 18 ( li lische) of Harrishu 
lected pr oe for the ensuing a 
10 
The Speakman Supply & Pipe Company, of Wilmington 
Del., has bought an entire city block at Thirtieth and 
Spruce street The plot of ground contains a three-stors 


35x116 ft., and a foundry, 40x140 ft., will be 


erected 




















THE TRAD 


WITH MASTER PLUMBERS AND 





HEATING CONTRACTORS 








NEW YORK HEATING AND PIPING CONTRACTORS 
ELECT OFFICERS 

New officers were recently elected by the Heating and 

William 


Steffany, vice 


Piping Contractors New York City Association 
I). Emery was elected president; George F 
president; H. Richard Stern, treasurer, and Henry B. Gom 


bers, secretary. The board of directors includes 
William D. Emery, 
stern, Robert B. Miller and Robert D. Williams. Head 


quarters will continue to be at 50 Union Square, East 


George FF. Steffans H Richard 


hich is also the headquarters of the National and New 


York State Associations 


DULUTH ASSOCIATION REORGANIZING 


H. Merwin Porter, of Minneapolis, president of the 


Minnesota Retail Plumbers’ Association and director o 
the National Association of Master Plumbers, accompanied 
by William W. Hughes, also of Minneapolis, recently spent 
a day in Duluth, Minn., in an effort to help the master 
plumbers of that city to reorganize their association. They 
were guests of the Duluth master plumbers at a dinner 
held at the Hotel Duluth, at which time temporary officers 
of the Duluth Retail Plumbers’ Association were elected 
\nother meeting will be held shortly at which permanent 
officers will be elected, and the Duluth association will 


once more be a functioning organization 


SOUTH SIDE SANITARY CLUB HOLDS REGULAR 
MEETING 
The South Side Sanitary Club of Chicago held its regu 
lar meeting Thursday evening, April 15, at the Pershing 
Palace. After a delightful dinner, President John Dele 
Joseph W. 
Contractors’ 


Cannon, 
f 
Chicago and past president of the National Association 


hant called on several speakers, 


president of the Plumbing Association ¢ 
of Master Plumbers, talked on the general welfare of the 
plumbing business in Chicago. Prof. Layzack, of De Paul 
University, gave several interesting and instructive point 
ers on business psychology sjetween 60 and 70 members 
and guests were in attendance. 

The other officers of this association are: Albert Jones, 
first vice-president; James Mullen, second vice-president: 
Eadie, 


fourth vice-president; Morris Stanley, secretary; J. J. 


Charles Watson, third vice-president; William S. 


Stanley, treasurer B. E. Lynam is business manager of 
the club, which maintains offices at 206 West Sixty- 
third street, Chicago. 


HEAR TALKS ON BOILERS AND ODL BURNING 

About 50 architects, engineers, heating contractors and 
salesmen gathered in Chicago on April 14 to hear Clint 
F. Beery, engineer, and (. F. Olsen, head of the service 
department of the Kewanee Boiler Co., Kewanee, Ill., on 
the subject of down-draft and other boilers. A. B. Martin, 
of the Chicago branch of the Kewanee Boiler Company, 
in introducing the speakers spoke on the subject of in 


sulation, cited a notable example of heat saving by in 





ulauting a dwelling ind tated tha he 


i ulation ond himney were becot 


interest and importance to heating engineers and contrac 


tors He believes that these men should pay more atten 
tion to insulation and chimne than has been done in 
the past 

Mr. Beery and Mr. Olsen illustrated their tall hy 
means of lantern. stlide bringing out many point of 
nterest and value regarding boiler construction, adapta 
tion of oil burning to boilers, down-draft boiler method 


Of firing, ete 


\ dinner wa erved in connection with the meeting 


WINDOW VENTILATION 
DISCUSSED AT ILLINOIS CHAPTER A. S. H. V. 1 
In a banquet Toom in one of 
() 0 headin hotel 


Window ventila 


come, W. TH. Driscoll, of Ne 

York, president of the Ame 
ican Societ of Heating and 
Ventilating knginee! ad 
members of the 
Monday 


and di 


dre ed the 
Hlinoi 


evening April 12tl 


Chapter on 


ussed window and forced ven 


tilation Leading up to. the 
main part of the addre | 


relating various reminiscence 





_ gathered in his many years in 


rr. i. Fansler heating, he howed in a clear 


ind concise manner the fallac 


underlying — the window ventilation propaganda ble 


quoted various medical authorities in vears past who went 


on record against window ventilation in public building 


and wondered why. in the face of a great deal of evidence 


to the contrary, Dr. Winslow, of window ventilation fame 


should now feel called upon to attack forced ventilation 


which is in successful and economical operation in the 


schools of Chieago, St. Louis and other citie 


“Tam cheered” he said in closing his addre When I 


look at the growth of this organization, the good it ha 


been able to accomplish, the possibilit ic of future benefit i 


may render the public, and the benefits it may gather for 


itself We are about to embark on a series of studies that 


are to be supported bv the citv of Rochester, N. Y One 


e controlled by the A. S. HL. \V KE. and one 
American Public Health 


school will 1 
school will be controlled by the 
Association, for a period of two yveat This will be a fine 
thing for the Society and a fine thing for the public W 


ie in finding and lin 


are all after the truth. Our interests 
ing up with the facts as brought out by this investigation 
regardless of whether it shows that window ventilation i 
the better method or whether forced ventilation is the 


better method Introducing P. FE. Fansler, recently ap 


pointed publicity manager for the society, he explained the 
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possibilities of properly handled publicity, and believed it 
would result in much benefit to the society. Mr. Fansler 
then outlined in a general way part of the proposed plan 
which involved the appointment of 275 field representatives 
who will be virtually agents working under Mr. Fansler’s 
direction. A. V. Hutchinson, recently appointed secretary 
of the national society attended the meeting and was pre- 
sented to the Illinois Chapter by President A. B. Martin. 

The first golf meet of the season for the Illinois Chapter 
is being arranged for and will probably be held on May 
20th, at Wilmette, Ill 

Announcements were made regarding the summer meet- 
ing of the society at Lexington, Ky., on May 26, 27 and 
28 It was stated that the sessions will be started at 10 
a. m. and end at 2 p. m., that there will be a large number 
and a great variety of entertainments, social functions, in- 
cluding a presentation of all the past presidents of the 
society that are present at this meeting, among them John 
F. Hale, Samuel R. Lewis, Harry M. Hart and Dr. E. Ver- 
non Hill, all of the Illinois chapter. A special car will be 
provided for those leaving from Chicago 

New members received into the Society were A. P 
Seitzor, of American Radiator Co.; E. V. Baker and Louis 
Ebron, of Phillips-Getschow Co., all of Chicago. 


NEWARK HEATING CONTRACTORS PLANNING 
ANOTHER DINNER 

Another old-fashioned beefsteak dinner is to be given 
by the Heating and Piping Contractors, Newark (N. J.) 
Association Wednesday evening, May 5, at 7 p. m. The 
affair will be held at Achtel-Stetters, 844 Broad street, 
Newark. The last dinner was so successful that the Asso- 
ciation feels that another social meeting with friends of 
the trade should be held. The committee in charge is 
headed by Fred J. Engelberger, and consists of G. L. 
Dennis and George Wollenschlager. 


TRENTON ASSOCIATION ELECTS OFFICERS 

John C. B. Wouters was elected president of the Master 
Plumbers’ Association of Trenton, N. J., at the last meet 
ing of that association. William Burroughs became first 
vice-president, John A. Pinto second vice-president, Harry 
Greiner treasurer, John Mickels sergeant-at-arms, and 
Walter W. Smith trustee. Ira Hendrickson continues as 
secretary. Delegates to the state convention in Camden in 
May include Harry Greiner, chairman, John A. Pinto, John 
Edelman, George Hornketh, Clifford Jeffries, George W. 
Feaster and J. M. Heidweiler, Alternates are William G. 
Royer, Walter W. Smith, Frank Fell, J. B. Horsfall, 
Thomas J. Kerwick, Frederick L. Nitz and Yara Yago. 

Delegates to the National convention are William G. 
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Royer, chairman, Clifford Jeffries, Frank Fell, John el- 
man, George Hornketh, George W. Feaster, John A. Pato 
Alternates are Harry Greiner, Thomas E. Tootell, M. 
Heidweiler, J. B. Horsfall, Thomas J. Kerwick, Yara Zo 
and Fred L. Nitz. 
NEW OFFICERS ELECTED BY GREEN BAY 
ASSOCIATION 

The Master Plumbers’ Association of Green Bay, Wis., 
held an election April 1, and the foilowing officers were 
elected at that time: George F. Reeke, president; E. Girot, 
vice-president; Earl H. Skogg, secretary and Andrew 
Tweet, treasurer. 
POLK COUNTY ASSOCIATION VOTES NEW OFFICERS 

The Polk County Plumbing and Heating Dealers’ Asso- 
ciation in Lakeland, Fla., recently elected its new officers. 
They are as follows: E. M. Watts, re-elected president; 
Joseph McQuillan, vice-president; C. B. Perkins, secretary; 
Muriel McBride, assistant secretary and John Tompkins, 
treasurer. 


PROVIDENCE ASSOCIATION EXPANDING 


The Master Plumbers’ Association of Providence, R. I., 
recently started a membership drive, and good results are 
being attained. The following were elected members at 
the last meeting: Healey Bros., Charles MacSweeney, 
Charles Dickens and Frank Scolliard, all of Providence; 
J. C. Singele & Son, of Pawtucket, R. I. 

INDIANA DIRECTORS GIVE PERMANENT OFFICE 

POWER TO STATE OFFICE 

At the meeting of the State board of directors of the 
Indiana Society of Sanitary Engineers held at Indianapolis, 
Ind., April 6, the board passed a motion ‘‘empowering the 
state office to enter into and form an alliance with the 
Illinois Master Plumbers Association, and associations 
of surrounding states, if possible, and to establish a per- 
manent office in Chicago, for as many states in this district 
as could be persuaded to join.” 

DELAWARE COUNTY ASSOCIATION HOLDS SECOND 
ANNUAL DINNER 

The Master Plumbers’ Association of Delaware County 
held a dinner and dance at the Chester Club, 511 Welsh 
street, Chester, Pa., Thursday evening, April 8. It was 
the second annual dinner of the association, and was very 
well attended, nearly 200 being present. 

The committee in charge of plans for the affair was 
headed by Walter F. White as chairman, and he was abl) 
assisted by Thomas J. Reynolds and Thomas G. Shaffer 





The second annual banquet of the Master Plumbers’ Association of Norfolk, Va., held recently in that city. 
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Among the guests at the dinner were: Richard Turner, 
president of the state association, and his wife, from 
Wilkes-Barre; 
delphia Master Plumbers’ Association; Plumbing Inspec- 
tor Garry E. Boden and Mayor Samuel Turner, both of 
Chester. 

Hach lady present was given as a souvenir, an attrac- 
tively hand-painted perfume bottle, as well as large bou- 
quets of flowers. James F. Rhoads was toastmaster, and 
called on several guests and members to enliven the pro- 
gram with little talks. 


PROVIDENCE APPRENTICE SCHOOL HOLDS 
CLOSING EXERCISES 


The season’s closing exercises of the Providence, R. I., 
training school for apprentices was held April 2. J. C. 
Hyland, the instructor of the course, was very much 
pleased with the progress made in the first year of the 
course, aS well as with the attendance, 25 to 30 boys 
being present every class night. 


WICHITA ASSOCIATION ORGANIZES ENTERTAIN- 
MENT IDEA 

The Wichita, Kans., Master Plumbers’ Association has 
inaugurated a new system for entertainment at its meet- 
It is called the “Plumber of the Day” system, and 
works out that each master plumber, in turn, must furnish 
the entertainment for a certain meeting. On the evening 
of April 3, F. J. Adenauer had four youngsters who sang 
and played. The meeting of April 10 was indebted to 
Charles Burgan for presenting the ‘‘Wives of Master 
Plumbers.’’ This weekly form of entertainment produces a 
lot of interest in the meetings, and increases attendance. 


ings. 





BALTIMORE DINNER DANCE ATTRACTS LARGE 
ATTENDANCE 

The Gold Room of the Emerson Hotel, Baltimore, Md., 
was the scene of the annual dinner dance of the Mary- 
land State Master Plumbers’ Association on Monday even- 
ing, April 5. 

Following the usual custom, the committees, with W. 
F. Groscup as chairman, had the banquet hall beautifully 
decorated, and the tables banked with 
gala event. 

After a very cordial welcome from Frances E. Dorsey, 
president of the Baltimore association, more than 300 
members and guests sat down to an enjoyable dinner. 
The ladies were presented with fans for souvenirs. 

When the last course of the dinner was being served, 
Toastmaster W. F. Mylander introduced the speakers of 
the evening. J. J. O’Mera of the Baltimore City Council 
and H. D. Pering, also of Baltimore, spoke briefly on the 
city of Baltimore and the master plumbers as sanitarians. 
BE. Barrett, president of the Washington, D. C., associa- 
tion, who brought a delegation of 22 master plumbers 
from that city, spoke briefly on the annual question as to 
whether Washington should annex Baltimore as a suburb. 
The Baltimoreans, being in home territory and greatly 
outnumbering their opponents from the capital, easily won 
the debate for at least another year. 

R. S. Rebele, manager of the Baltimore branch of the 
Standard Sanitary Mfg. Co., and G. F. Young, Baltimore 
wholesaler also spoke. The floor was then cleared, and 
dancing ensued for the remainder of the evening. 

The committees responsible for the enjoyable evening 
are as follows: W. F. Groscup, general chairman; recep- 
tion committee, S. Houck, Charles Frederick, W. Mylander 
and W. Meyer; dinner committee, M. N. Barnes, A. Eid- 
man, G. F. Knell and A. Malther; dancing committee, 
Charles T. King, T. H. Boland and Chester Weaver. 


flowers for the 


John A. Quinn, president of the Phila- | 


DOMESTIC ENGINEERING 


DART 
UNIONS 





If it’s quality you're looking 
for in unions, you'll find it 
in the union with the Dart 
name on it. 





The cost is a little higher—but 
the quality is built in Dart 
Unions are worth more—you'll 
find that out the first time you 


use one. 


E.M.DART MANUFACTURING COMPANY 


The Fairbanks Co 


PROVIDENCE, RHODE ISLAND (ee auien Factory! 


Limited, 


Sales Agents 
Dart Union 
Toronto 








Q S Double Seated Back Water 


FLOOR 
DRAIN 


Nos. 1102, 1115 and 1120. 
In 2%, 3” and 4° sizes 
Open pattern type. 
Enlarged throat gives 
double area water wa 

around ball. Full 4” seal. 
Brass cleanout plug. 
Polished brass or nickel 
plated strainers. Lower : 
seat prevents siphoning. Spun copper ball. Illustration shows sand 
arrester and ball seats which prevent back water overflow and the 
escape of gas. It’sthe bestever. Order from your jobber. 


Q S Sanitary Mfg. Co., Waterloo, lowa 


Ly 














MIDLAND 
All Lead ROOF 


One Piece 
(Patented) 


FLASHING 


Base heavier than four 
pound sheet lead and extra 
large. Heavy calking ring 
inside. No lead burned, 
soldered or any other joints to pull apart. Fits any pitch. 

Ask your jobber or write us direct for information. 


Midland Metal Manufacturing Co. 


KANSAS CITY MISSOURI 


MIDLAND METAL MPG. CO. 


Range Boilers 





| Carefully Inspected 
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es arror FacTOmeEs 


MANGAS CITY. KAN 


CLES EL AN®O. Ortio WALK ERVILLE, ONT 














94 DOMES TI 





a) 











GERSTEIN 


Copper 
PRESSURE BOILERS 


are built to give permanent satisfaction 
to the user and priced to provide a real 
profit for the plumber. Any size or 
test in Vertical or Horizontal 
Boilers furnished at short notice. 





Get Full Details NOW! 
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GERSTEIN BROS. & COOPER 
1-3 W. Third St. S$. BOSTON, MASS. 


Eureka Smoke Test Machine 


For testing and disclosing 
leaks in plumbing waste 
and vent systerns. 


Will ll entire system with 
srmnoke without forcing seals 
of traps. Leaks immedi- 
ately located. 


Simple and safe in operea- 
tion. As readily portable 
as a plumber's furnace and 
as indispensable in every 
plumber's outfit. 


Endorsed by Plumb- 
ing Inspectors and 
Sanitary Engineers 
everywhere. Send for 
descriptive folder. 


BAILEY FARRELL MFG. COMPANY 


PITTSBURGH, PA. 
Huntington, W. Va. Charleston, W. Va. 














Height - - 15° 
Diameter - - 9 
Weight - 15 Lbs. 






*Panaeil 
Pitre vac f* 
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Hanna Ball Joint 
Pipe Hanger 


Guaranteed Strongest Made 


The “Ball Joint’ Pipe Hanger 
swings in any direction Pipe can 
be adjusted higher or lower without 
removing hanger 

Made of malleable iron. 

Write for “‘Our Silent Salesman” 


The Penn Engineering Co. 


312 Cherry Street, Philadelphia, Pa. 





It is really portable! 


Only weighs 45 pounds. You can 
set it up or take it down in a minute 
no loose parts to fool with 


MARTI 


The 10 days free trial will convince 


Portable Vise Stand 
and Pipe Bender 











you of its merits — at our expense. 





. 10 Daye Free Trial 
Write to 


H. P. MARTIN & SONS 
626 E. 2nd St. Owensboro, Ky. 


OM 
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Women’s Ad msciléaries 


hast Side Women’s Auxiliary Holds Dinner Dace 


The East Side Women’s Auxiliary of Master P iber 
and Heating Contractors ts holding a dinner dat for 
members and friends at the Elks Club, Bellevil ll 
today, April 24th 

St. Louis Auxiliary Has Active Season 

The Women’s Auxiliary of the St. Louis Master imb 
ers’ Association is enjoying a very successful year. The 
organization has a large membership and each mont!) new 
numes are added to its list The auxiliary is active in 
charity work. and has done much sewing for children 
hospitals, as well as helping the poor in other way Its 
officers are: Mrs. G. Wiedermann, president; Mrs. Charles 


Quinn, vice-president; Mrs. Paul Gabelman, secretary. Mrs 
J. Suda, 


treasurer. Among the many interesting affairs 
recently held by the auxiliary was a reception at the 
Statler Hotel at which many visitors at the Missouri con 
vention were present, An interesting program of music 


and readings was given, and the auxiliary presented Mrs 


KE. D. Hornbrook, president of the National Auxiliary) 
with a beautiful bouquet of roses. The following day 
visitors were taken on a shopping tour and. enjoyed 


luncheon at the Missouri Athletic Club. 


Coronada Hotel and a sightseeing trip through the city 


Luncheon at the 


were the attractions tor the next day. 


Salt Lake Auxiliary Discusses By-Laws 
The Ladies’ Auxiliary of the Salt Lake City Sanitary 
and Heating Engineers’ Association held an enjoyable 


meeting on April 7th. 
presented for 
held 
lieved that they 
presented 


The constitution and by-laws were 


consideration, and after some discussion 


the 
will be adopted substantially in the form 


were over to next monthly meeting. It is be- 


These provide for the election of officers on 
the election to be by 
No officer 
be eligible for re-election to the same office for more than 
consecutive terms. The 
and the monthly 
entitled to 


the first Wednesday of each year, 


ballot only, and no proxies to be cast. would 


two initiation fee would be one 
twenty-five 
the 


members 


dollar, dues cents. The 
mothers, 
who 


and 


women membership 
the 
Lake 


Following 


are Wives, 


sisters of are in good 
Salt 


Association. 


daughters and 


standing with the Sanitary Heating En 


the 
refreshments 


gineers’ disposal of the 


routine business, cards and were enjoyed 


by those in attendance. 
The Mrs. Ralph D. Evans, presi 
dent; Mrs. Otto Asbridge, vice-president; Mrs. S. J. Tobin, 


present officers are: 


secretary. The next meeting is scheduled for May 5th in 


the rooms of the Sanitary and Heating Engineers’ Asso- 


ciation in the Hooper building. 


Women's Auviliary of Jersey City Association Gives Dance 
The Spring Dance given annually by the Women’s Auxil 


iary of the Master Plumbers’ Association of Jersey (ity 
N. J.. was held this year on Friday evening, April ‘th 
Mrs. J. J. Corcoran and her aides, Mrs. J. T. Edge, Mrs 
J. EK. Lundberg, and Miss Margaret Bailey, who formed 


the committee having to do with the arrangements for 
the evening’s entertainment, succeeded in their undertak 
ing in a most commendable manner. 

The music and the dance floor of the Masonic Templ 
in Jersey City, where the affair was held, gave the 175 or 
more guests an evening of delightful dancing. 

Vocal Helen MePortland, 
dance by Robert Hennessey, and songs and dances by the 


Romance Boys who broadcast from Station WHN, inte! 


solos by Miss an exhibition 


spersed the dance numbers. Thomas Collins, a membet! 


of the organization of the Bridgman Co.'s Jersey branc! 
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DOMESTI¢ 
also one of the Romance Boys and was instrumental in 
htaining the services of these entertainers 

Each of the guests received a little colored paper with 
number on it as they entered. The lady and gentleman 
ith corresponding numbers were partners for the Grand 
larch 

A buffet 
ike made by the various ladies of 


lunch was served which included delicious 


the auxiliary, as well 
ice cream and coffee, 
Mrs. J. A 


ice-president; Mrs. L 


Sprouls is president; Mrs. J. J. Sharrock 


Komoski, secretary; Miss Margaret 
Mrs. Paul 
of the Jersey City Association 


and Mrs. D, A. 


hailey, treasurer, and Schwarze, sergeant-at 


Mrs. J. E 
McKillop are the trustees 


Lundberg 





Group of ladies attending the fifth annual convention of the 
Louisiana and Mississippi Plumbing and Heating Dealers, held 
recently at Bogalusa, La. 


April Meeting of Akron Auviliary 
The April meeting of the Ladies’ Auxiliary of the Mas 
Akron 
and South 


ter Plumbers’ Association of (Ohio) and. vicinity 


was held at the Grant restaurant Luncheon 
was served at one o'clock, and after a short business meet 


ing the rest of the afternoon was devoted to card-playing 


Twelve members and four guests were present at this 
meeting. The officers of this auxiliary are Mrs 
Walter Kirn, president; Mrs.* Claude Alexander, vice 
president; Mrs. R. H. Viall, treasurer, and Mrs. H. P 


Bright, secretary. 
N. J. Ladies’ Executive Committee Plans for Annual Con- 
vention 
The state executive committee of the Ladies Auxiliary 
Association met 
Mem 


bers of the Orange auxiliary were hosts to the committee, 


of the New Jersey State Master Plumbers’ 
at Orange, N. J., Wednesday afternoon, April 14 
the meeting being held at the master plumbers’ headquar- 
ters in the Franklin Club. 
of the New Jersey Auxiliary, to be held in Camden 


Plans for the state convention 
May 
17th, were made. 
North Hudson, N. 

The Auxiliary 
Master 
evening, 
with 


J., Ladies’ Auxiliary at Theater Party 
of the North Hudson (N, J.) 
Plumbers’ Association held a theater party Tues- 
April 13. Nearly 100 
their guests 


Ladies’ 
day members of the 


auxiliary husbands and first went to 
New York City where they attended the ‘Student Prince’ 
at the Jolson Theater. Following the show, the party took 
the West Shore ferry to New Jersey, being met at the boat 
which Elks Club in 


served, the 


by a special took them to the 


City 
tables being appropriately decorated, and souvenirs being 


car, 


Union There a delicious supper was 


distributed to the ladies Music for the occasion was 
donated by the masters. 
The committee in charge consisted of Mrs. F. Miller, 


Mrs, E. Seitz, Mrs. A. C. Krieger, Mrs. BE. Muth, Mrs. C 


Coles, and Mrs. E. Hoffmier. 
moved from 


J. M. Hartley & Son, Augusta, IIl., recently 


the Ellis building to the Coffman building in that city 
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Automatic 














Water 
Softener 

and 

Scale err 
Remover = nO 08 







Patente 


ector 
and Foreign ¢ intric 





eliminates all hard water troubles. Accumulations 4) 
of lime, magnesia and other minerals in water E 
back and heater coils are automatically removed. 

This Compound Injector has proven its worth -try ; 












our products and make some extra profits for 
yourself 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D No. Laramie Ave. Chicago, Ill., U. S. A. its 





Originators, designers and sole manufacturers of 


EHNSANIGART) 1996 scanar’! 


THE QUALITY GOODS 
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Badger 
Expansion 
Joints 








do not 
need to be 
repacked. 
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The new “Rainbow” is now fitted with | 7) COT ay Here ET here 





B 


BASIN FAUCETS 


PATENTED OCT. 20, 1928 





OwO 


NO WEAR ON BODY 






oo —— ee 


r 
v 


-l2— — 

: D-477 “‘NEW MODEL 

A decided improvement that makes them practically everlasting. 

The Basin faucets have bronze removable seats, hard vulcanized Rubber 
Seat Washers, non-rising, stem-direct pressure. “Principal of stem, against 
seats, no grinding or twisting and very smooth working. The body of the 
faucet is not threaded to engage the stem and (outside of the Bronze Re- 
movable Seat) the body of these faucets are absolutely everlasting. 

Removable seats will be appreciated by users and in the ‘ ‘NowoB’ 
construction not only the seat but all wearing parts are renewable. 

Rainbow fixtures have always been in demand—-the ‘‘NOWOB”’ con- 


struction makes them better than ever. 


LIST PRICE $18.00 each 


STREET & KENT MFG. CO. 
1954-64 Clybourn Avenue CHICAGO, ILL, 


Manufacturers in C hica ago since 1888 





Write your jobber for prices 








A Return Line 
VACUUM PUMP 


without a Peer 





Capacity, Efficiency and 
Quality Guaranteed 


Sold on Honor 
at Right Price 








Economy Pumping Machinery Co. 
87-122 N. Curtis St. Chicago 








District Agents Everywhere 






































W. F. Groscup, 2435 St. Paul street, Baltimore, i 


has secured the plumbing and heating contracts f a 


Among them are 28 }. th- 
rooms in the Annadale Apartments, 14 cottages for ‘he 
Construction Co., the P. F. Tititon and D. Ww, 
Baker residences, three apartments for E. G. Blanke, ie 
residences for the Alco Construction Co., 45 two-si ory 
dwellings for F. E. Yewell, Inc., 49 houses for the In- 
dustrial Construction Corp., and the plumbing in 40 houses 
for R. A. and F. B. Bready. He has also recently taken 
over the of Maryland for an automatic oil burner, 
recently sold two oil burners to the Columbia 
Baltimore. 


great many projects recently. 


| Bowling 


state 
and has 
Theatre, 

D. Draper, proprietor of Ye Plumbing Shop at Lamar, 
Colo., has just secured the contracts to install plumbing in 
a number of residences in his city and also a large apart 


ment house that is under construction there. It seems 


| to be the opinion of the men engaged in the plumbing 


business in Colorado in the smaller cities 
towns that business will be better during the re 
mainder of the year than it was during the same period 
last year. 

The Northern Pacific Railroad has called for bids on 
the construction of a $60,000 hospital wing for the Tacoma 
hospital in Washington. The main wing of this hospital 
was built two years ago with facilities for 100 beds. The 
new addition will add 35 more beds, and will have a 
modern heating and ventilating system. 

MecNeill-Taylor Co., Seattle, Wash., has been awarded 
the plumbing contract on the $60,000 apartment house 
to be built at Fourteenth and Mercer streets, on a bid 
of $6,122. McMahon Plumbing & Heating Co., Seattle, 
has been awarded the heating contract on the building 

The Richards & 
ford, Conn., 
Stamford, 
contracts, 


and heating 
and 


Jessup Co., 27 Summer street, Stam 
and J. F. McNamara, 458 Atlantic strect, 
have been awarded the heating and plumbing 
respectively, on the $250,000 grade school to 
be built on Glenbrook road in that city. 


Reardon Brothers, 341 Union street, Lynn, Mass., have 
been awarded the heating and plumbing contracts on the 
proposed grade school to be built on First street, Melrose, 
Mass. 

The Northwest Building Co., Seattle, Wash., will build 
a $125,000 garage and store building on Virginia street 
of Spanish type architecture. Stoddard & Son, 
building, are the architects. 

A $60,000 three-story and basement brick apartment 
building will be started soon in Seattle, Wash., for Emil 
Pohl. William Aiken, architect, Lyons building, has pre- 
pared the plans. 

Fox & Co., Portland, Ore., have been awarded the 
plumbing and heating contracts on the addition to Neigh 
borhood House, on a bid of $9,950. 

J. F. Shea, Portland, Ore., awarded the heat 
ing and ventilating contracts on two bungalow courts to 
be built at East Thirty-third and Alder streets, Portland 
The buildings will cost about $16,000 each. 

Waale & Shattuck, Portland, Ore., have purchased pro} 
at East Twentieth street and Sandy boulevard 
that city, and will erect a concrete business block thereo: 
to cost approximately $150,000. 


The G. C. Ulrich 
building, Portland, 


Lyons 


has been 


erty 


Construction Co., Stock Exchan 
Ore., will erect a $75,000 concre'e 


apartment house at Twelfth and Montgomery streets. 





>) 
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food River, Ore., will build a $160,000 high school, 
according to announcement made by Mrs. A. G. Lewis, 
pr: sident of the school board of that city. 

he Bryce Heating and Plumbing Co., of Florence, S. C., 
has been awarded the plumbing contract on the dormitory 
at Florida State College for Women at Tallahassee, Fla. 


Heary T. Diehl, of Tallahassee, Fla., secured the heating | 


contract on this building. 


P. Osburn, of Fort Worth and Abilene, Tex., has been 
avarded the heating and plumbing contract on the West 
Texas Utilities Company’s warehouse at Abilene. 

‘he Mercedes Plumbing Co., Mercedes, Tex., has been 
awarded the contract for installing a ventilating system in 
the Edinburg Bank & Trust Co.’s new building at Edin- 
burg, Texas, 

The Eagle Roofing & Plumbing Co., of Lakeland, Fla.,, 
has been awarded the $22,000 heating and plumbing con- 
tracts on the $179,750 addition to the courthouse at Bar- 
tow, Fla. 

Sciambra & Masino, 636 North Broad street, New Or- 
leans, La., have been awarded the heating and plumbing 
contracts on the $4,000,000 office building and bank for 
the Canal Bank & Trust Company in that city. 

W. M. Wiggins & Co., Barnes and Pine streets, Wilson, 
N. C., have been awarded the plumbing contract on the 
$136,000 theater and office building for Stearns Bros. at 
Statesville, N. C. 


Gus Mathis, of Jacksonville, Fla., has been appointed 


=~" SS ee 





At the annual convention of the Massachusetts State Associa- 


tion of Master Plumbers, held recently in Boston.—Top pic- 
ture: Albert Hultgren, East Milton, Mass.; Walter B. Skinner, 
East Braintree; D. F. Loan of Worcester, retiring president of 
the Massachusetts State Association; J. J. Curtis, of Quincy, 
Mass.—Middle picture: J. F. Collins, Thomas A. Hellyer, 
Harry Mulberry, Arthur Dubuque, James P. Reilly and Ernest 
Margeson, all of New Bedford, Mass.—Bottom picture: N, M. 
Knudsen of Portland, Me.; Elmer E. Stack, consulting engi- 
neer of the Maine State Association; C. Madsen of Portland, 
Me.; J. 8S. Hunter of the Plumbing Service Co., Somerville, 
Maas. 
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Higher but = 


Duriron is higher in price than most other pipe, but 
where acids are wasted it soon makes up for the greater 
first cost. 


Acids, alkalis, greases and solvents eat into and destroy 
other materials 


Duriron resists perfectly all corrosive attacks, and is a 
sure economy. 


No leaks, repairs, damage or danger with a Duriron 
waste line. It’s paid-up insurance. 


Duriron is produced only 


oe DUR IRON COMPANY 




















The Overton 
Roof Flashing 


makes a joint both air and water- 


tight, on any roof from flat to 
half pitch. 
Adjusts itself readily without turning 
ae, or twisting. Adaptable both to stand- 
| oe ard and extra heavy soil pipe. Ap- 
| proved by plumbing inepectors every- 
w 


Manufactured by 


BUTLER MANUFACTURING COMPANY 





Two Fire ee — China 
Vitreous | oh Basins 


“SUPERIOR” BASINS 


Combine beauty with Shipped in individual 
utility. Three sizes— POT) crates. Write us for 
N.O Mp. P.O.M.P. me ON details on basins, closet 
and P.O.R.P, \ tanks and bowls 


HORTON & J Pottery Company 
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Uniform quality is the 
outstanding characteristic 
of Knott “Atlas” Toilet 
Seats. Every one is fully 
guaranteed. Trade- 
marked for your protec- 
tion. 





Order from 
your jobber Seat No. 5 


KNOTT MFG. CO. 
Tell City, Indiana 


Hinge No. 75 
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TOILET SEATS 








Is 1) STIC ENGINEERING April 24, 
istar pluinbir 1D I f that cit b J Fowler ! and February combined, with 499 permits, amo 
City Plur ! insy ind Building Co one! ing to $2,719,210, of which there were 259 new reside: 
Har | Smith rehitect of San Antor lexa i to cost $2,719,210 Total for the vear is 1,053 pern 
lrawing plans for tory ho building for San Benito $0.159,2¢ or more than the pre-war total for 12 mon 
lex to cost $175.000 January showed 221 permits, at $1,015,075; and Febru 
: - io perinit $1,424,975 
Ralph ¢ Shaw, Louisville K\ master plumber, took yon 1.975 
an active part in a recent meeting of the district Optimists Architect Edward Borgemeyer, California building 
Club held at Louisvills even clubs from. the tate Angele Calif announces that he has completed pl 


net with the Lonisville Club 


for a $75,000 apartment and store building which will 


erected on Wilshire boulevard and Cloverdale avenus 


Robert Barnwell has been engaged by four W msil 

ties to act as an itinerant plumbing instructor in their Fifty residences, of which the first unit of ten will 
vocational chool The citie are Madisor Racine begun at once, .will be erected in Gillette Park, Cal 
Waukesha and West Alli He has been travelling with for John P. Gibbons 
F. O. Maeder, instructor in the Fox River Valley schools, The New Mexico Plumbing Co., of Plainview, Tex., | 
to learn the methods of starting a course Mr. Barnwell heen awarded the plumbing and heating contracts on 


the fourth instructor of this kind in Wisconsin, the 


iddition to the high school at Snvder, Texas 


other in addition to Mr. Maeder being ¢ A. Hart and 
H. G. Nove They work under the Smith ugl \ , ; 
i} Hughe law Son of John J. Vogelpohl Dies 
Which requires that half of t) alary of th t tt 
) if la of the instructor Just as we go to press a telegram announces the dea 

hye mid bv the feder; vover ent ; } f bv the tute : , " : : 

| il 0 himen ind hal ’ h a of one of the sons of John J Vogelpohl, Cincinnati, Ohio 

Building construction permit in March urpassed all past president of the National Association of Maste: 


previous records for Milwaukee with the exception of the 


record of March in 1924, according to City Building In 


pector W. DD. Harper During the past March 


permit i ued for work valued at 84.269.900 
With $2,725,785 in the same month a year 
S5.078.501 in March 1924 The vear to dat 


waukee i thead of the same period last vear 


first quarter there were 5.718 permits issued 


Plumbers, on Monday evening, April 19. Mr. and Mr 
Vogelpohl will have the sympathy of their many friend 


there were in all parts of the country 


compared Charles Hunter Called by Death 


ago, and Charles Hunter, prominent master plumber of Kansa: 


in Mil 
For th 


City, Kans., and past president of the Kansas State A 


sociation of Master Plumbers, died a few days ago at h 
for work 


a ; home in that city Mr. Hunter was a well-known figure 
valued at $7,684,916 against 6,354 permit for work in association activities, and the news of his death will 
valued at $7,576,260 last year come as a shock to his many friends who recently met 

March building in Louisville, in spite of bad weather him at the annual convention of the Kansas association 


retarding foundation, or new work, was larger 


than Jan held in his home town 








No. 258. Range 1-6 Inches 
Direct Connected Electric 


MOST THREADS 





Cut Your Costs With 


Curtis Pipe Cutting and 
Threading Machines 


Semi-skilled operators can obtain maximum results when 
using the simmple operating, compact and economical Curtis 
rrachine. Such a machine uses the natural and easy method 
of threading, that is—hold the pipe stationary and revolve 
only the light die head around and onto the pipe. 


Why use over twice the horsepower to revolve or drag heavy 
lengths of pipe, that is used by the Curtis Method? You are 
naturally interested in making this saving. 


INVESTIGATE and you can obtain many such economies 


by using 
"THE NEW CURTIS 


Full Line HAND — BELT — ELECTRIC 
Range 14—2 inches to 8 — 16 inches 


Our Engineering Department is at your service 


THE CURTIS & CURTIS CO. 


318 GARDEN STREET : BRIDGEPORT, CONN. 


PER DOLLAR INVESTED 
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~ AR be it from us to preach any- 
|: thing we do not practice, so in 

accordance with this policy we are going to start off 
this week with an epigram. ‘“‘The surest indication of 


character is to be found in the way in which one spends 


his spare time,” is our selection, and we have plenty to 


say about it. We are not going to ask you how you spend 
your spare time, or what you did with that extra two 
minutes you had day before yesterday. It really isn’t any 
of our business. You probably took a day off last week 
to go to the opening ball game. More power to you 

we also did. But what we are more concerned with is 
how our great American public spends its spare time. We 
know that the average American appears always to be in 
a big rush to get somewhere We also know that when 
he gets there, he will probably have to wait for someone 


But of seldom realize, that hurried, as 


they may seem, Americans will always stop a few moments 
You 


see 


else. some us 


see people crowding 
of 


You see them stop in 


to see something amusing. 


around street fakers just to what sort amusing 


devices they are selling. front of 


amusing in them. 
them 


attractive it 


windows where there is something 


You've often wondered why you cannot get to stop 


at your window sometimes, no matter how 


may be. The secret of it is to put in something amusing 
Americans love to be amused. They go to the theater, to 
the movies, and they read, just to be amused, so why not 
what the public does with its time? 
of 


amusing the people of your town 


capitalize on spare 


good advertising from 


If you put a blackboard 


You can get a great deal 
out in front of your store, and put a fresh epigram on it 
every day you will get a good line on what other people 
They will stop in front of your 
look 


it. That is 


do with their spare time 


store to read your epigram, and will necessarily in 
your window on seeing the epigram 
getting 


fondness of being amused 


in one 
The 
the 

by 


sure way of people to see your window. 


is a main characteristic of 


American, and you can cash in on this characteristic 


amusing him with an epigram every day, 


Start spending the public’s spare time with these: 


A synonym is the word you use when you can’t spell 


the other. 
* * * 


A use for knock-knees was discovered when the Charles 


ton was invented. 
* - * 
Hard working people don't have time for insomnia. 
* * _ 
Some men really believe everything they say. 
. * * 
Some public speakers need better terminal facilities 


* * * 


The barber likes to see people dye young. 
+ . * 


lo err is human; failure to profit thereby is ditto. 











The Model B 


220 Gal. per Hour 


*1002° 


List, f.0.b. Indianapolis 





WATER SYSTEMS 










The Standard 
Home Unit 





Better Service, Bigger Sales 


Gurley Automatic Water Systems are 


provement tn independent water 


such a great im 


supply that they have 


built sales rapidly for good plumbers in every part of the 


country. Sell one Gurley System 


and you will see what a 


good business opportunity the Gurley franchise is for you 


Murdock Jr. - - 


(Capacity 175 gallons 
Model B - - - 


(Capacity 220 gallons 


Model C - - 


(Capacity 400 gallons 


Model D - - - 
(Capacity 600 gallons 


$ 85.00 


ati sane 
- = $100.00 
per hour) 

- = $125.00 


per hour) 


- = $150.00 


per hour) 


All models equipped with repulsion induction motors 


All above prices are list, f.0. b. Indianapolis 


GURLEY PUMP & MFG. COMPANY 


807-808 Merchants Bank Building 


INDIANAPOLIS 











INSIDE 
DETAILS 


IN DESIGN 
Make 


Produce 
More 
Hot Water 


with less fuel and attention. It's a 
proven boiler that has won an en 
viable reputation by performance 


ras 
- 

| 1.KS | 
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A WILKS BOILER 


with little attention or fuel, either hard or soft, is unequalled for 


furnishing a constant supply of hot 


water for RESIDENCES 


APARTMENT BUILDINGS, HOTELS, HOSPITALS, BARBER 


SHOPS, SCHOOLS, etc., 
RESIDENCES, GREEN HOUSES, 
HOUSES and other smaller buildings 


and is the most economical heater 


for 
GARAGES, BROODER 
Capacities from 40 to 1,400 


gallons per hour and for heating from 200 to 1,200 square feet 


S. WILKS MANUFACTURING COMPANY 


Boiler Makers for over 60 years 


3521 Shields Ave. 


H,. W. Sedgwick 
President 


Chicago, Illinois 


H. M. Sedgwick 
Secy. & Treas. 
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CONE 


SEAL 
Tank Balls 


are not only an exceptionally big 
value in this class of merchandise 
but are packed so that they 
always reach the consumer in 
perfect condition—a feature which 
you will readily appreciate. 











Your Jobber has them. 





Lavelle Rubber Company 


320 W. Illinois St. - CHICAGO, ILL. 
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CAny 
Lamp 
Socket 









hh ire 
Peskis 
The Long and Short of It 


With the Rogaco Portable Electric Pipe 
Machine you can thread short pieces of pipe, 
pieces as short as 344”. When the Rogaco 
Nipple Chuck is used in connection with the 
machine you can cut nipples thread to thread. 
This is a valuable accessory. 


These two features alone make the machine 
worth while. Think of all the short pieces of 
pipe that find their way to the junk pile. With 
the Rogaco you can thread up these short 
pieces and cut nipples. A helper can do this 
in an idle hour and the saving is enormous. 


The long and short of it is, the Rogaco is the 
machine for every practical, progressive piper. 
Order yours now and put it at work for you.: 4 


Literature and prices upon request. 


ROBBINS, GAMWELL & COMPANY 
J PITTSFIELD 
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Bath a ‘Day Movement 


We are gratified to note the response which members of the 
auxiliaries are making to the advertisements recently addressed 
to them in this paper on the subject of 


the Bath a Day Movement, and how 
they might use it to help their hus- 
bands. Even to a greater extent than 
the men’s associations, the ladies’ aux- 


iliaries can hope to put over this move- 

ment, particularly in the schools of their cities. We are hope 

ful that, through the good offices of those who are writing to 

ask about the Bath a Day Movement and “The Story of th 

Bath,” many more cities and towns will be added to the alread, 

large list in which “The Story of the Bath” is used as supple 
mentary reading. 


selves in this educational work, which will do 

much in any community to increase interest in 
matters of health and sanitation, and so to increase the 
demand for sanitary equipment. 

“Wherever they bathe more, they buy more.” The 
morning contest to see who will get the bathroom first 
is an old story. And if, in any community, there is a 
sudden interest built up in the bath-a-day habit, there 
will have to be more bathrooms built. 

We urge the ladies to learn more about the Bath a Day 
Movement. Write us and we will give full information. 
We will send a copy of “The Story of the Bath” to any 
master plumber’s wife, so that she may read it and pass it 
on to the school authorities in her community. 

The outdoor season is almost with us, with its athletics, 
and it represents a splendid opportunity to popularize the 
Bath a Day Movement. We want to hear from more of 
the ladies. 


Swimming - Pool News 


The Scribner Sanitary Swimming Pool Co. has been in- 
corporated in Scribner, Nebr., with a capital of $20,000, 
by H. F. Boll, J. F. Dreugiers and others. 


W E WANT more auxiliary members to interest then 


The Luther I. Snapp Post of the American Legion is 
interested in the establishment of a swimming pool in 
Marshall, Minn. 


Bids are soon to be taken for construction of a swim- 
ming pool in Brown Park by James P. Hoctor, city clerk 
of Omaha, Nebr. 

The Albia Country Club is about to construct a 24x60 
foot swimming — on its grounds at Albia, Iowa. 


The Y. W. C. A. of Honolulu, H. T., is about to erect a 
$325,000 vector which will include a swimming pool. 

The American Legion of Chino, Calif., has had pre- 
liminary plans prepared for a swimming pool, which is to 
cost about $16,000. 

The city of Lawrence, Mass., has awarded the general 
contract for the construction of a swimming pool at 
Salem and Everett streets, South Lawrence, to William 
J. Delaney, 283 Essex street. The contract amounts to 
$53,522. 

The city of Asheville, N. C., will construct a new munic- 
ipal swimming pool at Recreation Park, on Swannamoa 
River. 

The Public Recreation Board of Fort Worth, Tex., will 
construct two swimming pools and bath houses, at a cost 
of about $40,000 each. 
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NOW, when thousands of suburbanites have to fall 
back on the old teakettle or wash boiler, is a good time 
to sell Hotstream Kerosene Water Heaters with the 


These coils, by extracting every bit of available heat 
from the hot gases, achieve economy and furnish hot 
water at usable temperature on first circulation. 

The Hotstream Kerosene Water Heater puts hot 
water where it is most appreciated—at the faucet. 


The liberal discounts mean profits which you will 
appreciate. 
Two sizes—No. 20 
K. W. and No. 20 G. 
K. with the giant 
burner. 








THE HOTSTREAM HEATER COMPANY 


‘‘Makers of Heaters That Heat’’ 
CLEVELAND, OHIO 


BRANCH OFFICES: 
New York, 210 E. 45th St. Detroit, 1045 Wayburn Ave. Chicago, 627 Washington Blvd. Philadelphia, 892 Drexel Bldg 
Toronto, 269 W. Richmond St. Denver, 1715 California St. San Francisco, Rialto Bldg. Cambridge, Mass., 491 Main St 
Manufacturers of a Full Line of Gas and Kerosene Heaters — Standard, High-Grade Products Built to Give Lasting Satisfaction 
Copyrighted in 1926 by Hotstream Heater Co. 
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Watrous 
~~  —n——_ 


Plumbing Specialties 


Po! TIVE action and highly sanitary design have occasioned the adoption 
of Watrous Plumbing Fixtures in many of America’s largest hotels, 
hospitals, and government and office buildings. 





A striking example of the efficient operation maintained 
throughout the Watrous line is the Watrous Duojet Closet, 
of which the wall type is shown on the left. The design pre- 
vents clogging and overflowing by eliminating the narrow 
outlet needed by many types to establish syphonic action. 
Two powerful converging jets effect a thorough, immedi- 
ate flush, at far less than the usual expenditure of water. 


The Watrous Flush Valve delivers the exact quantity of 
water required by the bowl with which it is used. 
Therefore, when used in combination with the water- 
saving Duojet closet, it assures a substantial saving at 
every flush. 





The Watrous wall type adds to these advantages an increased facility in keeping the bathroom floor 
clean and sanitary. It also promotes economy in erecting new buildings by dispensing with furred 


ceilings and closet connections in floors. 


Another typical example of the effi 

cient action of Watrous fixtures 
Extremely simple in design; has 
about one-third the number of parts 
used in many wastes, and is free from 
the complicated screws, intricate 
adjusting rods, etc., that often get 
out of order. Having full water-way 
passage, it readily permits water to 
gothrough, and can be easily cleaned 
without dismantling. Easily ad 

justed to various shapes and thick 

nesses of lavatories. 


Write for details of Watrous Plumbing Fixtures 


The illustration shows one of many 
Watrous liquid soap fixture designs. 
All are heavily nickel-plated, beauti- 
fully finished, non-corrosive, and 
positive in action. They are easily in- 
stalled and filled, and do not drip or 
leak. The wall-type shown is dust- 
proof and germ-proof. It has a 
swivel bracket, so glasscontainer can 
be inverted for refilling. Aslight pres 
sure upon the plunger underneath 
delivers into the palm a measured 
quantity of soap, but no more. 


PLUMBING DIVISION 





Loose leaf catalog pages sent on request 


Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures— Pop-Up Wastes— Drinking Fountains— Liquid Soap Fixtures ~etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 
1231 West Harrison Street CHICAGO 
BRANCH OFFICES 
W. E. Blair, Jr., c/o — Hotel 
St. Louis, Mo. 


Continental Sales Co. 
1120 Metropolitan Life Bldg. 
Minneapolis, Minn. 


741 Call Bldg. 


San Francisco, Calif. 


Room 514, 51 East 42nd St. 
New York, N. Y. 


M. D. Keyes, 1886 East 82nd St. Finney Wheeler, 205 Brush Creek Blvd. 
Cleveland, Ohio Kansas City, Mo. 


H. D. Tuck, 404 Marquette Bldg. Halpenny & Shank, 724 Grand Ave. L. C. Coombs, 1234 S. Broadway 
Detroit, Mich. 


Des Moines, lowa Los Angeles, Calif. 
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LIMERICK FANS—ATTENTION! 


New Contest for Last-Liners 


‘HICAGO, April 24, 1926 L Y T announces that, because 

the tremendous interest shown in recent Limerick contests, | 

will give a corrugated iron pocket handkerchief to the 

st last line received for the Limerick below Blow on 
the baffies! Be the lucky one to win this priceless prize! 

1 the smart young men will carry corrugated iron hand- | 

rehiefs this spring. 

THE LIMERICK 
There was a plumber from Mineral Pott 


Who 
1 


never had learned to joint, 


wipe a 


hey gave him some lead 





And said, “Use your head,” 
The tragedy which developed from the remark, “Use your 
ead,” will give you a great chance to exercise your in 
genuity. What do you think the plumber from Mineral Point 
did? Get your last line in early. 
A DUTCH TREAT IN SCOTLAND 

Two sweethearts from Aberdeen were rambling around 
when they came to a movie. 

The young man ran his eye over the front of the building 
It came to rest on a title in large letters: “The Woman Pays." 

“Jean,” he said, “I think we'll go in here.” 


GUISEPPE 


m’s UPKEEP 

Why so depressed, Bill?” 

“The awful cost of living, old thing; constant bills for 
materials, paint and shingling.” 

“What, house?" 

No, daughter.” F. B., Detroit, Mich 

SOMETIMES THEY WANT THE MOON 

Mother sent John and the baby into the garden sJefore 
very long the baby set up a howl. 

“John, what is the matter with baby now?” inquired the 


mother from th 


“IT don't know what to do with him, mother,” replied little 
John. “He's dug a hole and he wants to bring it into the 
house,” O. G. S., New York. 

A CASE FOR A BATH A DAY 
I once knew an untidy Celt 
Who often went fishing for smelt 





HAYSCO SPIGOT 


GUISEPPE’S SPRING POEM 


These spring, she’s pretty nize 

Thing. | 
Not many cold weathers and breezes | 
Blowing through treeses. 
IWVhat's matter no many grass, | 
I donow, | only guass | 


She’s pretty nise 
Lhese 
VITTORIO 


spring, No? } 
EMANUELE SCARABOOTSCHO, 


THE 


e kitchen window. 


As I passed by his skiff 
I got a strong whiff 





Was it smelt or the Celt that I smelt? 
K. B. G., Illinois. 
A DOLLAR DOWN 
‘Is this piano yours?” 
‘Oh, we own about an octave of it.’ 
Pr. O. P., Pennsylvania 
- | 
Looks like another month before the moths will get a | 
chance at our winter clothes LY FT. | 
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Tank Fittings of Quality 
1856 “McSHANE’’ 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 


1926 
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The © New Kalamazoo 


enc vara yr 





tram om. 


PRIMES 







is a Water 
System that 
automatically and 
sly. Simple to 
Its trouble 


performance 


Supply 
works 


noiseles 
operate. 
proo f 


satisfaction to 
and 


ensures 
your customer 


yourself, 


NATIONAL 
WATER LIFT CO. 


Kalamazoo, Mich. 
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STARBUCK’S 
FOUR BOOKS 
on PLUMBING 


The RED, BLUE, GREEN and BROWN Books 
$5.00 for the set — postpaid 


(Regular Price $6.00) 


Send for 1925-1926 Tootand Publication 
Catalogs — just lssued. 


R. M. STARBUCK & SONS, Inc. 
42 Allyn Street Hartford, Conn. 

















You Need Tihese 


Phillips Self-Drilling Ex 
They provide “A New Sharp Drill for Every Hole” 


ansion Shells for Pipe Hangers, Bolts, etc. 
and they won't 
Phillips 


= out, either. Write for full details. Also regarding 


Jandle Holders and Spring Hammers. 
PHILLIPS DRILL COMPANY — tiickdooitLinois 
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Practical 
Manual 


Gives not only the details 
of the methods of con- 
struction, design and 
installation of heating 
systems, but also com- 
pletely explains the prin- 
ciples upon which they 
are based—so clearly 
that any heating man 
can understand it. 


A Few of the Many 
Things It Explains 


The Practical Manual explains all the funda- 
mental laws governing boiler and radiator heat. 
It begins with the chimney, an important item 
in the successful operation of a plant, and ex- 
plains all the elements that affect the draft. It 
gives various methods of figuring radiation; ex- 
plains what causes heat loss and how to deter- 
mine the amount of radiation to counteract this 
loss. 





It explains and illustrates in detail the construc- 
tion of boilers, showing the evolution of heating 
boilers. It explains the different effects ob- 
tained by using coal as fuel and how to figure 
the results to be obtained from a given boiler 
with a given quality of coal. 


It explains the heating value of various kinds of 
fuel. It contains a valuable chapter on radia- 
tors. Vapor heating systems are described in 
detail. The fundamental principles on which 
all vapor systems are based, are given. Vapor 
pump heating systems and Vapor-Vacuum Sys- 
tems are analyzed and described. 


The book is illustrated throughout. In some 
cases, in order to illustrate the subject, an entire 
layout of a house has been made. It states so 
simply the reason for each step and explains it 
so clearly that any steam-fitter or plumber can 
properly measure up a house for heating. It is 
the only complete book on vapor and vacuum 
heating. 


Price $3.00 Postpaid 
Published by 


Domestic Engineering 


BOOK DEPARTMENT 


1900 Prairie Ave., Chicago, III. 





. 
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PATENTS 


Plumbing Department 


1,575,692. Water-Cooling System. Charles Y. Knig 

Pasadena, Calif., assignor to Knight American Patents 

| Company, Chicago, Ill. A water cooling system for engir 
comprising cooling jackets for said engines having « 


“a 




















culating pipes extending approximately from the upper to 
the lower parts of said jackets and means for drawing air 
between said jackets and circulating pipes and throwing 
said air outwardly into contact with said pipes. 
7 s s 
1,576,299. Valve for Low-Down Flush Tanks. Arnold 
M. Behrer, New York, N. Y. A valve for low down flush 
tanks embodying therein a fitting having a discharge port 
therethrough, a nipple extending from, and extensions 
upon different radii of, said port, one of said extensions 
having an opening extending therethrough and communi- 
cating with said nipple, an overflow pipe carried by said 
b 


ee ET . eee 
nace 











1) aan 









a 





\ 


w=, 7 
1,576,299. 
last named extension, a standard secured to said other 
extension, a bearing fitting, means whereby said bearing 
fitting is non-adjustably supported from said standard, 
said bearing fitting having a plurality of spaced alined 
narrow bearings therein axial alinement with said port, 
and means thereon encircling but unconnected with said 
overflow pipe, a valve stem slidably mounted in said bear- 
ings, a buoyant valve carried by said stem, and actuating 
means for said stem. 
* ~ - 

1,576,718. Thermostatic Control for Heating Devices 
Lee S. Chadwick, Shaker Heights Village, and Marc Resek 
and John Alger Dahlstrom, East Cleveland, Ohio, assignors 
to Perfection Stove Company, Cleveland, Ohio. In com- 
bination with a liquid fuel burner of the wick type, means 
for raising the wick, means tending to lower the wick 
latch mechanism for retaining the latter means in in 
effective condition, and thermostatic means for releasing 
the latch. 
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for Flush 
mechanism 


Tanks. ; 
for 


Inlet-Valve Mechanism 
Poilip Haas, Ohio. Inlet 
fish tanks, comprising a valve casing provided with an 


1,576,600. 
Dayton, valve 

erior partition having an aperture therein, said casing 
having apertures in its upper and lower portions co-axial 
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1,576,718. 1,576,600. 
with said partition aperture, a plug fitting in the upper 
aperture in the casing and closing the same and having a 
sealing engagement with said partition, said plug having 
an interior bore and lateral openings communicating with 
the bore and with the interior of the valve casing, a collar 
detachably to plug extending through the 
aperture in said partition, and provided at its lower end 
with a valve seat, a plunger valve engaging in the bottom 
aperture of the casing, having a recess at its upper end 
co-axial with the valve seat and a removable valve proper 
seated in the said recess for engaging said valve seat and 
movable float actuated means having portions operatively 
engaging said plunger valve. 
~ * + 


secured said 


William §S. Hass- 
The combination with a domestic 


1,576,607. Domestic Sink Cabinet. 
karl, Philadelphia, Pa. 


a 



































removable 
affords 


of 
shelving 


sink slab suspended rods 


underlying 


and draining 


adapted to sustain which 
storage for sink accessories. 
+ * + 
.575,851. Means for Controlling the Admission of 
Water to Tanks. William H. Long, Berkeley, Calif. In 
a device of the character described, a tank having a fluid 
inlet passage, a valve in said passage adapted to be nor- 


mally held in shut position, a fluid container arranged to 





communicate with said inlet by a branch passage of less 
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The Sterlco Thermostatic Trap 


The radiator trap that makes satis- 
fied owners and tenants. 


The STERLCO radiator trap is the 
result of eight years of study and 
experiment to attain a perfect radiator 
trap. Into the STERLCO trap is 
built STERLCO quality and STERL- 
CO service. When you use 
STERLCO Products you are using 
products with a conscience behind 
them. 


STERLING ENGINEERING COMPANY 
1626-44 Holton St. Milwaukee, Wis. 


Representatives in all large cities 








AUTOMATIC vA 


FLOAT SWITCH 4 


DISCHARGE 
TO SEWER 


Fig. 194-C 








Midget Sump Pump 


Send for Bulletin No. 120-MS. 
TABER PUMP COMPANY, Buffalo, N.Y. 


— 
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cros sectional area than that of the container, a piston 
reciprocatively mounted in said container, connecting mem- 
ber between said piston and said valve whereby the 


latter may be displaced upon the reciprocation of the 


piston, a valve for controlling the flow of the fluid to said 
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container arranged to be normally held in shut position, 
and a float member in said tank adapted to displace the 
econd valve upon the discharge of the fluid from the 
tunk whereby said piston will be reciprocated. 
* * * 

1,575,912 
Alameda, Calif., assignor to Hygienic Seat Company, San 
Francisco, Calif. <A toilet seat comprising a pair of co- 


Sanitary Toilet Seat. Ulysses R. Grant, 


operating sections of sheet material formed to provide a 
hollow substantially elliptical seat, one of said sections 


forming a bottom part of relatively wide flat form, said 
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bottom part having an area of substantially semi-cir 
shape extending from the inner edge of the seat forwa: 
said area extending upwardly in curved relation fron 
juncture with the flat adjacent portion of the part, to 
central portion of said area at the inner edge thereof 
terminating in a plane contiguous to the horizontal p 
of the upper edge of the seat, and the other of said sect 
forming the upper part having the edge portions cur 
downwardly from the central portion in a predetermi 
manner, the forward portion of said upper part be 
formed with an area extending substantially above 
horizontal plane of the upper edge of the seat and spa 
above the area of the bottom part, said last-mentioned a: 
having the portion of greatest height adjacent the inner 
edge of the seat and having the remaining portions of | 
area curving downwardly in all directions into the cur 





ture of the remaining portion of the part to provide a body 
receiving contour in said seat, the edges of said sections 
being formed into interlocking co-operation, 

a * * 

1,576,993. Plumbing Fitting and Fixture. John K 
Pennington, Los Angeles, Calif. In a clean-out connection 
for a plumbing fixture, the combination of a body portion 
in the form of a T-connection, means for securing the 
side inlet of said connection to the discharge pipe of the 
urinal, means for securing one end of said body portion 
to a discharge pipe, and a removable member in the op 
posite end of said portion for gaining access thereinto, 











worth while. 























Ask Your Jobber 


About the fastest selling automatic water heater on the market. 


——— IT’S THE *“‘MERION” 


$60—$70—$90 


| You can sell automatic water heaters at these low 
prices and make a profit that makes each sale 


Sold only through the plumbing trade. 


John Wood Mfg. Company 


Conshohocken, Pa. 
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said removable member comprising a plug, a secondary 


plug carried by said plug removable to make a hose con- 

nection therewith, and means in said first mentioned plug 

to split and spread a stream of water passing therethrough. 
o > * 

1,577,039. Floor Drain. Fred Lafin, Chicago, Ill. A 

floor drain comprising a vertically disposed internally 

threaded sleeve open at each end provided between its 


ends and at its upper end with external annular flanges, 


“a. 











1,576,993. 1,577,039. 


adapted to be embodied in the concrete of a floor and 


with the upper face of the upper flange substantially flush | 


with the floor surface, said sleeve adapted for threaded 
connection with the mouth portion of a trap to thereby 
provide an internal annular shoulder within and between 
the ends of said sleeve, said sleeve formed with an integral 
lateral extension thereby providing a lateral outlet there- 
for between the ends thereof, stand-pipe 
with said outlet and extending above the maximum prob- 
flood level of back-flow an element having an 
externally threaded lower portion and an annular flange 
above said threaded portion and spaced from said threads 
by a plane peripheral portion, said element adapted for 


a associated 


able water, 


removable association with the upper portion of said 
sleeve for preventing backflow of water through said 
sleeve in time of flood, and a flexible gasket surrounding 


and disposed between the 

flange and the top face of 

a water-tight 
+ 


said plane peripheral portion 
lower face of said last-named 
the upper flange for providing 
* * 
Head. 
F. E. 


joint. 


A. Myers, Ashland, 
Brother Company, 


1,5 
Ohio, 


76,208. 
assignor to 


Power Philip 


The 


Myers & 


























1,576,208. 





Ashland, Ohio. In a power head, 
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the combination with a | 


casing and power mechanism mounted therein comprising 


. shaft and pinion, a gear, and an arm actuated thereby, 


Increase Y our Profits 


WITH 


Health-o-Meter 


Automatic Bathroom Scale 


= 4h 


Ask your jobber for window 
display cards to introduce this 
handy scale to your customers. 
Or display the scale itself in 
your window. 


oe, 


Thousands of men and women 
who care about their appear 
ance are already using a 
HEALTH-O-METER. Thou- , 
sands of others would start if / 
it were only brought to their 
attention. 


It’s up to you! j 


$ 
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CONTINENTAL SCALE 
WORKS 


5701 Claremont Ave. 
Dept. 68-D 


nee 


‘i 


| 
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Chicago, Illinois 




















On all Lavatories 
use 


Speakman Lavatory 
Fixtures | 








SPEAKMAN COMPANY | 


WILMINGTON DELAWARI 


SPEAKMAN SHOWERS 


AND FIXTURES 


> Are you securing | 


the benefits of the 

Bath-a- Day Move 

ment in your city? 
Ask Us for Full Particulars 
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The 
Perkins Insert 


Solid strength is a pri- 
mary feature of this insert. 
All the ruggedness neces 
sary to lift the heaviest 
weights is insured by the 
Keystone (side thrust) prin- 
ciple of bearing. It has a 
Made in four sizes %%”——14” 
i’. Write for prices 


Homer C. Perkins Co. 


BOSTON 





maximum adjustment 


10 Oliver Street 
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GENUINE NASON STEAM TRAPS 
UP REP 
—s>, DOWN 

































NASON | MANUFACTURING. CO. 
7I-FULTON ST. NEW YORK NX” gut 
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THERE IS A BIG PROFIT! 


for you in selling Tillery’s Little 
Janitor Clocks. 


prospec tive 


O42) U ’ ov 


oor rrr 








Every furnace 
owner a buyer. 
Simple in construction and 


Each clock 


guaranteed for one 


in operation. 
fully 
year but will last much 


longer. List price $5.50. 


Write for further 
details. 


TILLERY’S LITTLE JANITOR CLOCK CO. 


164 MARKET STREET NEWARK, N. J. 


, UNTON 


SHOWER CURTAINS 


Soogcaggcecooacss 
Soooesboooaessao 








When your customer asks 
you about shower cur- 
tains, there's just one word in 
the answer—‘'UNION.”’ 

We make everykind of shower curtain 
—white duck; sateen and rubberized 
We manu- 





For every style and size of bath 
facture shower curtains to order 


Write for our sample book 
UNION CANVAS GOODS CO., Inc. 
1016-1018 Hamilton Street tt Philadelphia, Pa. 
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of a walking beam, compensating devices connecting 
beam and casing, cam ways carried by the casing, a 
block in the ways and a connection between the b! 
the beam and the arm. 

7 . a 


577,345. Bath Spray. John F. 
Cecil, Bedford, Ohio. A bath spray of the character 


Nagorski and Ott: 


scribed comprising a handle adapted at one end for « 

nection to a flexible hose, the opposite end of the hanile 
T, the 
branches being formed to provide nipples, the nipples be 


being provided with a T at the extremities of 
longitudinally slotted, and a flexible section adapted at 
ends to be engaged with said nipples and formed at its 
ends with holes registering with the slots in the nippl 
the inner face of the T and the inner face of the flexible 
section being provided with longitudinally extending rows 
of perforations. 





sf Oo 


1,577,355 





1,577,355 Mixing Valve. Frank Palfy, 
A mixing valve comprising a casing, a central nor 


Cleveland, 
Ohio. 
mally seated spring actuated valve mounted for rotary and 
axial movement therein, laterally disposed normally seated 
spring actuated valves upon opposite sides of the central 
valve, an eccentric carried by the central valve, stems 
carried by the lateral valves and engaging the eccentric to 
operate said valves when the central valve is rotated, a 
stem extending from the central valve and means engaging 
the stem to rotate and move said stem axially and control 
the lateral and central valves. 


Flushing Valve. Frederick A. Schossow, 
In a device of the character described; a 


1,577,370 
Detroit, Mich. 
valve body having ports for the admission and discharge 
of water; a normally closed main valve for controlling 
the flow of the water; means for actuating the main valve; 





means including a releasing valve for maintaining thé 
main valve in open position during the period of time in 


which the rate of flow through the valve is sufficient ti 





maintain a predetermined pressure and volume within th: 
valve; and means adopted to automatically close the main 
valve when the rate of flow through the valve body i 


insufficient to maintain said valve in open position. 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 


insertion. 


One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


COMPETENT PLUMBERS, 
Steady work. Apply Wm. 
Chicago Heights, Illinois. 


WANTED: 
once, 
i lildeman, 


WANTED—MAN OF EXPERIENCE IN 

estimating and selling heating in 
Chicago district. Good position with 
old established contractor. Must be a 
high grade man. Reply strictly con- 
fidential. Address Key 578, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 


SALES REPRESENTATIVE WANTED: 

Radiator and _ boiler concern has 
opening for heating salesman in West- 
ern Pennsylvania and Eastern Ohio -dis- 
trict All applications will be treated 
as strictly confidential. Address Key 
89, “Domestic Engineering,” 1900 Pral- 

Avenue, Chicago. 


SALES MANAGER WANTED: EXCEP- 
tional opportunity for an experienced, 


capable man who knows machinery 
ind knows selling. Who can direct 
national sales, largely through supply 
houses, A clean and succeessful record 


is essential as a starting point. Please 
write fully, stating age, salary required 
and past experience. Will be held tn 
strict confidence. Address Key 587, 
‘Domestic Engineering,” 1900 Prairie 
Avenue, Chicago. 


WANTED: PLUMBING & HEATING 

supply salesman with following on 
the South Side in Chicago. Good oppor- 
tunity for hustler. State references, ex- 
and salary in reply. Address: 


perience 
Key 586, “Domestic Engineering,” 1900 
Prairie Avenue, Chicago. 


WE HAVE AN OPENING FOR AN AG- 

xressive sniesman with the ability to 
sell plumbing and heating supplies in 
the northwestern Ohio territory. Posi- 
tion will pay well for man capable of 
producing. Territory now open. Give 
information regarding yourself in first 
letter. Address Key 58S, “Domestic En- 
gineering,” 1900 Prairie Avenue, Chi- 
cago. 


Lines Wanted 


WANTED: LIVE WIRE MANUFAC- 

turer’s representative desires plumb- 
ing and heating lines. Has wide ex- 
perience and enjoys wide and reputable 
clientele in jobbing circles in eastern 
territory comprising Metropolitan dis- 


trict, Philadelphia, New Jersey and 
Boston. Address Key 591, “Domestic 
Engineering,” 110 Bast 42nd Street, 
New York City. 


MANUFACTURERS’ REPRE- 

sentative with offices in Chicago is in 
position to take on one line of plumb- 
ing material. Can devote the entire 
time’of one man to the line. While 
we do missionary work among contrac- 
tors to help our business with jobbers 
we will not consider a line that is not 
reasonably well advertised. Address 
Key 660, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 





Situations Wanted 


WANTS STEADY WORK. 
experience, age 35, 00 rd 

Address Key 590, “Do- 
1900 Prairie Ave- 


PLUMBER 

19 years’ 
lead worker. 
mnestic Engineering,” 
nue Chicago. 


Miscellaneous 


PATENT SENSE—VALUABLE BOOK 

(free) for inventors seeking largest 
deserved profits. Write Lacey & Lacey. 
it 8t., Washington, D.C. Established 


Ft. Wayne, Indiana 


Wants a Brass Factory. Our 
survey shows we have labor and 
natural facilities for this kind 
of industry. 


We have some real inducements. 


Will be pleased to give details 


to anyone interested, 
Address: E. W. PUCKETT, 


Industrial Commissioner, 
1208 First National Bank Bldg. 
FT. WAYNE, INDIANA. 


Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 


559 W. Lake St., Chicago, III. 


Pipe Machines We specialize in 
new and used 


pipe machines having in stock at all 
times all sizes from 2 inch to 12 inch. 


Think of pipe machines think of 
O’Brien, Philadelphia 


THE O'BRIEN MACHINERY CO. 
113 N. Third Street — Pa. 


Leng Distance Telephone: Market 07 
Cable Address: OBRIEN Philedelphies 


ESTIMATE AND CONTRACT BLANKS, 

time cards and job tickets, illustrated 
stationery, ete. Prompt delivery, Send 
for samples and prices. Address Ger- 
mantown Duplicating Co., 5839 German- 
town Ave., Philadelphia, Pa. 


PLUMBERS’ BIN LABELS 


@ 12°; 
RED. ELLS 


Send for samples and prices and free booklet: 
“How to Simplify the Work in the Plumbing Shop."’ 
Haddon Bin Label Co., Haddon Heights, N. J. 




















WIPING 
CLOTHS 


 Formed— Flexible— Finished 


Made in five sizes for all standard joints. From 
your jobber or post paid to your address in the 
next mail or sent C.O.D. A post card for ful 
particulars. Patented September 16th, 1924 


GEO. E. WILLIAMS 


Sole Manufacturer 


3 E. 26th ST., MINNEAPOLIS, MINN 
Ticking and Moleskin 


STOP ‘‘GUESSTIMATING”’ 


Avoid Errors and Omissions. Our 


Plumbers’ Estimate Sheets 


will SAVE Time and Money. 
100 leaves in a book —4'2x10 
1 Book, $1.25 5 Books, $5. 
via Ins. Parcel Post same day we get order 
LOUIS FINK & SONS CO.., Printers 
Time Sheets, Job Tickets, Letter Heads, etc. 
School Bldg Laurel Springs, N. J. 








Government Proposals 


TREASURY DEPARTMENT, OFFICE 
of the Supervisin Architect, Wash 
ington, Lb. ¢ April 15, 1926 Sealed 
proposal will be opened in this office 
at 3 P. M., Mas 6 1926, for subdrain 
age system at the I — States Post 
Office, Douglas, Geor Drawings and 
specifications may b« obtained from the 
Custodian at Douglas, Ga., or at this 
office in the discretion of the Supe rvi 
ine Architect Jas A. Wetmore Act 
ing Supervising Architect 1-24 


Books for Your Trade Library 


METHODS OF SEWAGE 
By H. N. Ogden and H 

Covers in detail the 
disposal for resi- 


PRACTICAL 

DISPOSAL. 
B. Cleveland. 
problem of sewage 
dences, hotels and institutions where 
connections to city sewers are not 
available. Size, 5%x9% in. 132 pages. 


Cleth Price, $1.50. 

JOHNSON'S HANDY MANUAL By 
John W. Johnson, The author ts a 

practical plumbing and, heating man, 


years in workshops 
and has superintended the Installation 
of plumbing and heating systems of 
all descriptions. Eleven editions of this 
popular book have been exhausted 
The twelfth is just off the press. Size, 
4x6%. Cloth Price, $1.50. 


Beoks Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 


having spent many 














GOOD SERVICE PAYS 


Use the Classified Department of “Domestic Engineering’ to get What You Want 
You will find ita SERVICE THAT SERVES 


It is the hardest thing in the world to find and 
the cheapest thing in the world when found 
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Ladies of the Auxiliary 


We have a simple and practical plan which will 
enable you to help your husbands get new business, 
make more sales and increase their profits. This 


eee ee eee eee 


plan has proven a success in more than 150 cities 
and towns throughout the United 


States. It concerns 


“The Story 
of the Bath’”’ 


a very interesting booklet which 
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is creating a desire for more and 
better bathroom fixtures wher- 
ever it has been distributed. 


Write today for a free copy of 
‘The Story of the Bath” and full 
details regarding other Bath-a- 
Day Helps and the way in which 
they can be used to increase your’ 
husband's profits. 


a) a) * 0. 2. 2 2 2 @ > 2. =) 
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USE THIS COUPON 


DOMESTIC ENGINEERING 
1900 Prairie Avenue 
Chicago 


Gentlemen: 


Story of the Bath” and tell me how it can 


be used to the best advantage. 
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| I want to help my husband get more busi- | 
| ness. Please send me a free copy of “The | 


epee rr s| 
































—— Eee VY OS 





